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3 British Medical Association. 


EBIGHTY.FIRST ANNUAL MEETING, 
BRIGHTON, JULY, 1913. 


PROGRAMME OF BUSINESS. 


President: Sir James Barr, M.D., LL.D., F.R.S.E., 
Consulting Physician, Royal Infirmary, Liverpool. 


President-elect: Wit~1am Hotuis, M.A., M.D., 
F.R.C.P., Consulting Physician, Sussex County Hospital, 
Brighton. 


Chairman of Representative Meetings: THomas JENNER 
VerraLL, M.R.C.S., L.R.C.P., Consulting Surgeon, Sussex 
County Hospital, Brighton. 


Chairman of Council: JAMES ALEXANDER MACDONALD; 
M.D., LL.D., M.Ch., R.U.1., Honorary Physician, Taunton 
and Somerset Hospital, Taunton. 


Treasurer: EDWIN Rayner, M.D.Lond., B.A., F.R.C.S. 
‘Eng., Consulting Surgeon, Stockport Infirmary, Stockport. 


The Eighty-first Annual Meeting of the British Medical 
Association will be held in Brighton in July, 1913. The 
President’s Address will be delivered on Tuesday, 
July 22nd, and the Sections will meet on the three 
following days. The Annual Representative Meeting will 
begin on Friday, July 18th, at 10 a.m. 


‘The Address in Medicine will be delivered by Professor 
Georce R. Murray, M.D., F.R.C.P., Physician, Royal 
Infirmary, Manchester, on Wednesday, July 23rd. 


The Address in Surgery will be delivered by Sir 
BerketeEy Moyninan, M.S., F.R.C.S., Surgeon, 
General Infirmary ; Professor, Clinical Surgery, University, 
Leeds, on Thursday, July 24th. _ 


The Popular Lecture will be delivered by Epmunp 
Jounson Sprrra, L.R.C.P.Lond., M.R.C.S.Eng., Hove, 


Brighton, on the evening of Friday, July 25th. 


THE SECTIONS. . 


The scientific business of the meeting will be conducted 
in sixteen Sections, which will meet on Wednesday, July 
23rd, Thursday, July 24th, and Friday, July 25th. 1 


The President, Vice-Presidents, and Hono Secre- 
taries of each Section constitute a Committee of Reference 
for ‘and exercise the of ‘inviting, 
accepting, or declining any paper, and of arranging the 
order in which accepted papers be read. Comment 
cations with respect to papers should be addressed to one 
of the Honorary Secretaries. 


With the object of encouraging useful debates, it is 
proposed, as in previous years, to publish in the Bririsu 
MEpIcaL JourNaL early in June an abstract or syllabus of 
the remarks intended to be made in introducing each 
discussion arranged in any Section. Such publication 
serves as a guide to members who may desire to take 
part in the discussion. It is particularly requested that 
the introducer of each discussion will send an abstract or 
syllabus of his remarks to one of the honorary secretaries 
of the Section in which the discussion is to take place not 
later than Monday, May 26th. 

A paper read in the Section must not exceed fifteen 
pet and no subsequent speech must exceed ten 
minutes. 


Papers read are the property of the British Medical 
Association, and cannot be published elsewhere than in the 
BritisH MEDIcAL JOURNAL without special permission. 


The following sixteen Sections have been authorized by 
the Council : 


BACTERIOLOGY AND PATHOLOGY. 
President: J. W. H. Eyre, M.D., M.S., London. Vice- 
Presidents : G. Moraan, F.R.C.S.Edin., Brighton ; Myer 
M.D., Leeds; Professor E. J. McWeeney, M.D., 
F.R.C.P.I., Dublin. Honorary Secretaries: H. Miniter 
Gatt, M.B., F.R.F.P.S., Sussex County Hospital, Brighton ; 
J. A. Braxton Hicks, M.D., Westminster Hospital, London, 


S.W.; Cc, H. BreNnuAM, M.D.,: M.R.C.P., 27, Sackville Road, 
[473] 
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ANNUAL ‘MEETING,’ ‘BRIGHTON : 


[May 17, 1913. 


The following is the provisional programme: 
Wednesday.—Papers : 
FARRANT, Mr. R. mdon). Hyperthyroidism. 


McWEENEY, E. J., Crorron, W. M., and Moore, H.F. On 
Paratyphoid Infection. 
Quen. Miller. . On the Value of the Blood Count in Obscure 


Bacterial Infections. 


’ Thursday.—Joint discussion with the Section of Pharma- 
cology, Therapeutics, and Dietetics on Anaphylaxis: To 
be opened by Professor W. E. Drxon; followed by Pro- 
fessor G. Sims Woodhead (General Pathological Aspects), 
Drs. Thiele and Embleton (Special Bacteriological Aspects), 
E. W. Goodall (Clinical Aspects), H. H. Dale (General 
Experimental Point of View), Myer Coplans (Leeds) 
(On the Action of Asbestos and other Finely Divided Sub- 
stances on certain Toxins, Ferments, Protein, and other 
Materials), Myer Coplans and Mr. W. Gibbs Agere (On the 
_ Action of Asbestos on certain Physiological Substances). 
Friday.—Papers : 
The Staff of the John Howard McFadden Research Fund. 
Some Researches on the Jelly Method of Staining Cells Alive. 
BUCHANAN, Dr. R. M. ogee. On Empusa Muscae as a 
Trajector of Bacterial Infection. 
Lyons, Mr. W.C. On the Specific Diagnostic and Therapeutic 
Value of Proteose-free Tuberculin. 


— Miller. Microscopical Demonstrations on 


SECTION OF CLIMATOLOGY AND BALNEOLOGY. 

President : F. J. Patsy, M.D., Hove. Vice-Presidents : 
R. Warrtineton, M.D., B.Ch., Brighton ; W. Gorpon, M.D., 
F.R.C.P., Exeter ; R. Ackerzey, M.B., B.Ch., Llandrindod 
Wells. Honorary Secretaries: A. H. Copeman, M.D., 
Pavilion Parade, Brighton ; D. Durwarp Brown, M.R.C.S., 
L.R.C.P., Norfolk Lodge, Leeds Road, Harrogate. 

The following programme has been adopted : 

Wednesday.—Discussion on Sea Bathing: To be opened 
by Dr. W. J. Tyson. 

Thursday.—Discussion on International Aspects of 
British Health Resorts: To be opened by Dr. NEVILLE 
Woop. 

Friday.—Papers. 


DERMATOLOGY. : 

President : J. H. Sequerra, M.D., F.R.C.P., London. 

Vice-Presidents : A W. Wi.tams, M.B., Brighton ; F. H. 

M.D., F.R.C.S., Liverpool; W. Grirritx, M.B., 

M.R.C.P., London. Honorary Secretaries: A. M. Datpy, 

M.D., F.R.C.S,, 17, Palmeira Square, Hove; F. Garpiner, 
M.D., F.R.C.S.Edin., 60, George Square, Edinburgh. 


The following subjects have been chosen for discussion 
on two of the days of the meeting: 


(1) The Fungous Affections of the Glabrous Skin: To be 
opened by Dr. H. G. Apamson. (2) The Nature, Varieties, 
Causes, and Treatment of Lupus Erythematosus: To be 
opened by Dr. J. M. H. Macteop. 

The exhibition and demonstration of cases will be an 
important feature of the Section, and arrangements will 
be made for the demonstration of cases on the Thursday 
and Friday. Be, 


DISEASES OF CHILDREN, 
ORTHOPAEDICS. 
President: G. F. Stu, M.D., F.R.C.P., London. 
Vice-Presidents: W. C. Cuarrgy, M.D., Hove; L. A. 
Parry, M.D., F.R.C.S., Hove; A. F. Vortcxer, M.D., 
F.R.C.P., London; P. N. Buaxe Opesrs, F.R.C.S., 
Northampton. Honorary Secretaries: A. G. Bats, M.B., 
F.R.C.S.Ed., 8, Palmeira Avenue Mansions, Hove; A. E. 
Natsu, M.B., M.R.C.P., 5, Clarkehouse Road, Sheffield. 


The following discussions have been arranged : 


INCLUDING 


Wednesday.—Affections of the Heart in Childhood: T 


be opened by Dr. F. J. Poynron and Dr. Carry Coomss. 

Thursday.—The Choice of Methods in dealing with 
Paralytic Deformities in Children: To be opened by 
Mr. T. H. Opensnaw, C.M.G. 

Friday.—The Diagnosis and Treatment of Acute 
Inflammatory Conditions of the Abdomen in Children: 
To be opened by Mr. C. B. Locxwoop. 

Thursday.—Paper : 

Professor FOERSTER (Breslau): Posterior Root Section in the 
Treatment of Spastic Paralysis. 


ELECTRO-THERAPEUTICS. 

President: W. Drang Butcuer, M.R.C.S., London, 
Vice-Presidents: C. F. Battey, M.D., M.R.C.P., Brighton ; 
A. F. Hertz, M.D., F.R.C.P., London; W. Ironsipe Bruce, 
M.D., London. Honorary Secretaries: W. B. Prowse, 
M.R.C.S., 31, Vernon Terrace, Brighton; L. E. Creasy, 
M.R.C.S., L.R.C.P., 36, Weymouth Street, London, W. 


The following is the preliminary programme: 


Wednesday. — Papers and discussions on Roentgen 
Diagnosis. 

Thursday.—Papers and discussions on Electro-diagnosis 
and Electro-therapeutics. 

Friday.—Papers and Discussions on Roentgen Therapy 
and Radium. 

There will be an exhibition of radiographs (negatives, 
prints, and lantern slides), and of photographs: of cases 
treated by electro-therapeutic methods, x rays, and 
radium. embers desirous of exhibiting are requested 
to communicate with Dr. Prowse. ; 


GYNAECOLOGY AND OBSTETRICS. 

President : R. Sanperson, M.B., Hove. Vice-Presidents : 
Constance BE. Lone, M.D., London; T. H. Ionrpes, M.B., 
F.R.C.S., Hove; R. J. Jounstone, M.B., F.R.C.S., Belfast; - 
Professor BENJAMIN P. Warson, Toronto. Honorary Secre- 
taries: Louisa Martinpate, M.B., B.S., 10, Marlborough 
Place, Brighton; W. Rircuie, M.B., 10, St. James Terrace, 
Glasgow. 


The following is the preliminary programme: 

Wednesday. — Discussion on the Best Methods of 
dealing with Malpositions of the Uterus, especially with 
reference to Retrodisplacements and Prolapse. 

Thursday.—Discussion on Affections of the Urinary 
Tract complicating Pregnancy. 

Friday.—Short Papers and Pathological Demonstrations. 


LARYNGOLOGY, RHINOLOGY, AND OTOLOGY. 
President: A. J. Hutcnison, M.B., Brighton. -Vice- 
Presidents: H. S. Bauwetr, F.R.C.S., London; C. E. 
Woaxes, London. Honorary Secretaries: A. J. MARTINEAU, 
F.R.C.S.Edin., 22, Cambridge Road, Hove; W. 8S. Syme, 
M.D., 10, India Street, Glasgow; E. D. Dargevan Davis, 
F.R.C.S., 81, Harley Street, London, W. 


The following programme has been arranged: 

Wednesda y.—Discussion: The Technique and Afiter- 
Treatment of the Radical Mastoid Operation. 

Thursday.—Discussion: The Care of Patients after 
Operations on the Nose and Naso-Pharynx. . 

Friday..—Papers. 

Arrangements have been made to exhibit preparations, 
specimens, drawings, or any instruments or apparatus 
appertaining to the work of the Section in the Annual 
Pathological Museum. Such exhibits should be sent to 
Mr. A. J. Martineau, 22, Cambridge Road, Brighton. 


MEDICAL SOCIOLOGY. 

President: R. J. Ryte, M.D., M.A., J.P., Brighton, 
Vice-Presidents: G. E. Hastip, M.D., London; H. Gervis. 
M.B., J.P., Brighton. Honorary Secretaries: E. R. 
ForHercitt, M.B., B.S., 38, Dyke Road, Brighton: H. D. 
a M.A., M.B., 123, Norton Way, Letchworth, 

erts. 


The following subjects have been chosen for discussion : 


1. Crime and Punishment. Dr. Cuartes Mercier, Sir 
Bryan Donkin, M.D., and Dr. James Scott will read 
papers on different aspects of this subject as an intro- 
duction to a general discussion. 

2. Hospitals in Relation to the Stage, the Public, and 
the Medical Profession. Sir Henry Burpert, K.C.B., and 
Mr. I. G..GisBons, D.Sc., will read papers on this subject, 
and their discussion will, it is hoped, prove valuable in 
helping to elucidate the problems involved in providing 
hospital accommodation for insured persons under the 
National Insurance Act. 

3. Eugenics. It is expected that the discussion on this 
subject will be introduced by Professor Bateson, and 
that he will be followed by Dr. Stewart Mackintosh 
(Hampstead) and Mr. Benedict Davenport (New York). 


- 
: 
q 
; 
Lov 
GALT, 
Ha 
i 
: 
4 
] 
q 
3 
‘3 
A 
f 
— 
: 


May 17, 1913] 


‘PROGRAMME’ OF BUSINESS: . 


: 


MEDICINE. 

President: E. Hosxovuss, M.D., F.R.C.P., Hove. Vice- 
‘Presidents: J. F. Gorpon M.D., M.R.C.P., Hove; 
‘R. Hurcuison, M.D., F.R.C.P., London; W. BroapBEnt, 
‘M.D., M.R.C.P., Hove; A: P. Bepparp, M.D., F.R.C.P., 
London. Honorary Secretaries: Donatp Hatt, M.D., 
M.R.C.P., 29, Brunswick Square, Hove; T. Fraser, M.B., 
45, Elmbank Terrace, Aberdeen; W. Lanepon Brown, 
M.D., F.R.C.P., 60, Welbeck Street, London, W. 


The following programme has been adopted : 
_ Wednesday.—Discussion on Non-diabetic Glycosuria. 
To be opened by Dr. A. E. Garrop, F.R.S. 

Thursday. — Discussion on. Fibrositis. and Muscular 
Rheumatism. To be opened by Dr. A. P. Lurr, 

Friday.—Papers. 


NAVY AND ARMY, AND AMBULANCE. 
President: Colonel J. Turton, V.D., F.R.C.S., late 
Assistant Director of Medical Service, T.F., Brighton. 
Vice-Presidents: Lieutenant-Colonel C. J. Jacoms-Hoop, 


‘R.A.M.C,T.F., Brighton ; P. B. 


Hanpysipe, R.N., Plymouth; Major E. T. Brrret, 
R.A.M.C., Queen Alexandra Military Hospital, Grosvenor 
Road, S.W.; Colonel C. H. Minpourn, V.D., Hull. Hono- 
rary Secretaries: Lieutenant J. R, STemnHAEvsER, M.D., 
T.F., St. Andrew’s Place, Lewes; Captain J. A. Roorn, 
R.A.M.C.T.F., 1, Goldsmid Road, Brighton. 


The arrangements so far made are as follows: , 

Wednesday.—Papers: (1) Major R.A.M.C., 
Notes on the Work of a British Red Cross Unit with the 
Bulgarians. (2) Lieutenant-Colonel Donrcan, R.A.M.C., 
The Relation of and Utility of Aeroplanes in connexion 
with Medical Services in the Field. 

Thursday.—Papers: (1) Dr. Lours Durgy, French Army 
Service, Study of the Use of Kinesitherapy in the After- 
Treatment of Injuries received in War. Lieutenant 
D. G. Kennarp, R.A.M.C.T.F., A Light Ambu- 
lance for Yeomanry Regiments. Major J. W. Houauron, 
R.A.M.C., Spinal Analgesia in Military Service. 

The following subjects are also suggested for discussion : 

The Medical Service in the Tropics. 

Hospital Ships. 

Disinfection and its Application in Ships. 

Diet of the Soldier. 

Sanitation on the Line of March. 

Water Supply on Field Service. 


NEUROLOGY AND PSYCHOLOGICAL MEDICINE. 
President: J. Taytor, M.D., F.R.C.P., London. Vice- 
Presidents: A. W. MacxintosH, M.D., Aberdeen: W. H. B. 
Stoppart, M.D., F.R.C.P., London; Heten Boyte, M.D., 
Hove. Honorary Secretaries: J. Li. Baskin, M.D., New 
Church Road, Hove; T. G. Stewart, M.B., 54, Queen Anne 
Street, London, W. ’ 
The following is the preliminary programme: 
Wednesday.—Discussion on Sleep and the Treatment of 
Sleeplessness: To be opened by Sir Grorae H. Savaag, 
followed by Dr. W. H. Butter Stoddart. 
Thursday.—Discussion on Vertigo: its Significance and 
Treatment. To be opened by Dr. Risren Russet. 
Friday.—Papers. . 
Members are invited to contribute any preparations, 
specimens or drawings, or any instruments or apparatus 
pertaining to the work of the Section, which have been 
designed by themselves, in order that arrangements may 
be made to form a special exhibit of such objects. 


OPHTHALMOLOGY. 

President: T. H. Bickerton, M.R.C.S., Liverpool. 
Vice-Presidents: H. H. Taytor, F.R.C.S., Hove; W. W. 
F.R.C.S., Hove; A. NrcHouson, M.B., Hove; J. H. 
Parsons, F.R.C.S., London. ~ Hon. Secretaries: W. B. 
Inetis -Pottock, M.D., F.R.C.P.S., 276, Bath Street, 
Charing Cross, Glasgow; W. H. Bramey, M.D., 21, 
Lansdown Place, Hove. 

The following subjects have been chosen for special 

The Question of Excision in cases of Injury of the Eye. 

School Clinics and the Prevention of Myopia. 

The Treatment of Chronic Dacryocystitis. 


PHARMACOLOGY, THERAPEUTICS, AND DIETETICS. 

President: W. Hate Wuire, M.D., F.R.C.P., London. 
Vice-Presidents J. C. Untnorr, M.D., Hove; H. Barty 
Suaw, M.D., F.R.C.P., London; H. C. Cameron, M.D., 
M.R.C.P., London. Honorary Secretaries: V. Cow, M.D.,° 
The 7 House, Great Shelford, Cambridge; E. R. Hunt, 
M.D., 3, Goldsmid Road, Brighton. 

The following subjects have been selected for discussion ; 

Wednesday.—Urinary Antiseptics: To be opened by 
Mr. J. W. THomson Waker, F.R.C.S. 

Thursday.—Anaphylaxis: To be opened by Professor 
W. E. Dixon. (Joint: discussion with Seotien of Bacterio- 
logy and Pathology. For a list of those taking part in the 
discussion see p. 442.) 

Friday.—The Use and Abuse of Hypnotics: To be 
opened by Dr. W. H. Wiiucox. 


STATE MEDICINE. 

President : E. W. Horg, M.D., D.Sc., Liverpool. Vice- 
Presidents: A. Grirrita, M.D., Hove; G. V. Benson, 
M.R.C.S., Lewes; W. A. Bonp, M.D., M.O.H., London. 
Honorary Secretaries : G. W. Stone, M.R.C.S., L.R.C.P., 
Cumnor, Dyke Road, Brighton; T. B. Hraas, M.D., 
Town Hall, Sittingbourne. : 

The following subject has been selected for discussion : 

Port Sanitary Administration and the Importation of 
Disease: To opened by Dr. Herpert WILLIAMS, 
M.0O.H. Port of London. 

Other subjects suggested are: (a) The need for Popular 
Education in matters affecting the Public Health. 
(6) Maternity Benefit under the Insurance Act and its 
Connexion with the Midwives Act. (c) Treatment of 
School Children; Arrangements recently adopted for. 
(ad) Prevention and Treatment of Tuberculosis; the need 
for an Exact Comparison of the Methods at present 
used in. (e) Measles and Whooping-cough; the Need of 
Laboratory Investigation into the Means of Prevention. 


SURGERY. 

President: W. Tuomas, F.R.C.S., Liverpool. 
Vice-Presidents: R. F. Jowers, F.R.C.S., Hove; W. 
Taytor, F.R.C.S.1., Dublin; Stantey Boyp, F.R.C.S., 
London; J. W. Batreruam, F.R.C.S., St. Leonard’s-on- 
Sea; W. Furner, F.R.C.S., Hove. Honorary Secretaries: 
H. J. Waker, F.R.C.S., The PS Springfield Road, 
ee C. A. R. Nrrcu, F.R.C.S., 69, Harley Street, W.; 
F. K. Smrru, M.B., 207, Great Western Road, Aberdeen. - 

The following subjects have been selected for discussion : 

1. The Diagnosis and Treatment of Injuries of the Knee- 
joint other than Fractures and Dislocations: To be 
opened by Mr. A. M. Martin (Newcastle-on-Tyne). 

2. The Diagnosis and Treatment of Primary Carcinoma 
of the Stomach: To be opened by Mr. G. H. Makins, C.B, 


TROPICAL MEDICINE. 

President: Lieutenant-Colonel Sir LEIsHMAN, 
M.B., F.R.S., R.A.M.C., London. Vice-Presidents: E. Inw1n 
Scott, M.D., Hove; Professor W. J. R. Sumpson, C.M.G., 
M.D., F.R.C.P., London; Major W. S. Harrison, R.A.M.C., 
Royal Army Medical College, Grosvenor Road, S.W. 
Honorary Secretaries: E. Curwen, M.A., M.B., B.C., 1, St. 
Aubyn’s, Hove; F. W. O’Connor, M.R.C.S., London School 
of Tropical Medicine, Royal Albert Dock, E. 

The following subjects have been selected for discussion : 

Wednesday.—The Causes of Invaliding in the Tropics: 
To be pet by Dr. CurRWEN. 

Friday.—Filariasis : To be opened by Dr. Low. 


PROVISIONAL PROGRAMME. 
The following is the provisional time table for the, 
Brighton meeting: 
Fripay, JULY 18TH. 
10 a.M.—Annual Representative Meeting. 


SATURDAY, JULY 19TH. 
9.30 A.M.—Representative Meeting. 


Monpay, JULY 21st. 
9.30 a.mM.—Council 
10 A.M.—Representative Meeting. 


TUESDAY, JULY 22ND. 

9.30 A.m.—Representative Meeting. 
2 p.M.—Annual General 
8.30 p.M.—Adjourned General Meeting, President’s 


MEETINGS OF ‘BRANCHES‘ AND DIVISIONS. 


{MAY 17, 1913. 


WEDNESDAY, JULY 23RD. 
9 a.m.—Council Meeting. 
10 a.M. to 1 P.m.—Sectional Meetings. 
12.30 p.m.—Address in Medicine. 
3 P.M.—Religious Services. 
4 p.m.—Secretaries’ Conference. 
7 p.mM.—Secretaries’ Dinner. 


THURSDAY, JULY 24TH. 
104 A.M. to 1 P.m.—Sectional Meetings. 
12.30 p.M.—Address in Surgery. 
7.30 P.M.—Annual Dinner. 


Fripay, JULY 25TH. 
9 a.m.—Council Meeting. 
10 to 1 P.m.—Sectional Meetings. 
8 p.M.—Popular Lecture. 


SATURDAY, JULY 26TH, 
Excursions. 


Honorary Local Treasurer— 


H. H. Taytor, F.R.C.S., 
36, Brunswick Square, Hove. . 


Local Secretary— 
LeonarpD ARTHUR Parry, M.D., F.R.C.S., 
83, Church Road, Hove. 


THE PATHOLOGICAL MUSEUM. 
Tue following is a list of the eonge Ke Museum 
Committee: 
Chairman.—Dr. E. Hobhouse 
Honorary Secretaries.—Dr. W. Broadbent and Dr. H. M. Galt. 


Brighton. 

Dr. G. W. Stone 

Mr. Toms (Museum and Fine 
Arts Gallery) 


Dr. C. F. Bailey 
Mr. D. E. N. Caush, L.D.S. 
Dr. W. A. Griggs 


Dr. E. R. Hunt Dr. A. W. Williams 
Dr. H. Langton Dr. T.S8. — 
Dr. G. Morgan 


Dr. W. P. Harrison 


Dr. W. C: Chaffey 
Mr. R. F. Jowers, F.R.C.S. 


Dr. R. A. Clapham 


Dr. A. Griffit Dr. E. J. Spitta 
Lewes 
Dr. J. R. Steinhaeuser Dr. H. Vallance 
io Members. 


The President-Elect, re cal Honorary Treasurer, and the 


Local Honorary Secretary. 


The Committee appointed to organize the Pathological 
Museum in connexion with the Annual Meeting in 
Brighton, 1913, proposes to arrange the material under 
the following heads : 


(i) Exhibits bearing on discussions and papers in 
the various Sections. 

(ii) Specimens and illustrations relating to any recent 
research work. — 

(iii) Instruments relating to clinical ee and 
pathological investigation. 

(iv) Individual specimens of special interest, or a 
series illustrating some special subject. 


The Committee wishes it to be understood that the 
above are only suggestions, and if there is any subject 
of special interest of which specimens can be supplied 
they will be welcomed. 

The Museum will occupy a central position in the 
same building as that in which the sectional work is 
earried on, and will be easy of access. 


The Committee desires to enlist the hearty co-opera-. 


tion of members, and the Honorary Secretary will be glad 
to hear from those who are able to make an exhibit. 
Every care will be taken of specimens, and the contents of 
the Museum will be insured. 

It is hoped that it will be possible for arrangements to 
be made whereby exhibitors may have an opportunity of 
demonstrating their specimens. 

All communications should be addressed to Dr. W. 
Broadbent or Dr. H. M. Galt, Honorary Secretaries, 
Pathological Museum Se 14, North Street, 
Brighton, 


Meetings of Branches and Vibisions, 


DORSET AND WEST HA HANTS BRANCH: 
Division. 
Tue annual meeting of this Division was held on Apri 
30th, at the Library of the Medical Society, Bournemouth. 
The chair was taken by Dr. Lz FLeMIne, and twenty-four 
members were present. 

Election of Officers.—The following officers were elected 
for the ensuing year: 

Chairman.—Dr. W. H. L. Marriner. 

Vice-Chairman.—Dr. Harold Simmons. 

Honorary Secretary.—Dr. Eleanor C. Bond. 

Representative.—Dr. Johnson Smyth. 

Representatives on Branch Council.—Drs. Alexander, Badley, 
Bond, Le Fleming, Marriner, Milner, Montgomery, Simmons, 
Johnson Smyth, Spinks, and Willans. 

Executive Committee.—The Representatives on the Branch 
Council and Drs. Ramsay, Forster, and Haylock. 

Ethical Committee.-—Drs. Batterbury, Davidson, Greves, 
Milner, Muspratt, Ramsay, and Vernon. Ex officio : The 
man and Honorary Secretary. 

Treatment of Uninsured Persons.—It was reported that 
in the Bournemouth area the rate paid was 8s. 6d. for 
adults and 6s. for children; in Parkstone 9s. was being 
paid for adults and 1s. weekly for children. 

Ethics.—The report and recommendation of the Ethical 
Comnittee, a copy of which had been sent to each 
member, was unanimously approved and adopted. 


LANCASHIRE AND CHESHIRE BRANCH: 
LivEerPooL Division. 
A MEETING of this Division was held at the Medical Insti- 
tution, Liverpool, on May 9th, when Dr. R. J. RICHARDSON, 
J.P., occupied the chair. 

Waters Testimonial Fund.—A letter was read by the 
Divisional Secretary (Dr. Francis W. Baitey) from Dr. 
J. Walker in reference to the Testimonial Fund in recogni- 
tion of the work done by the late Dr. Henry Waters, of 
Trinity Road, Bootle, as Divisional Secretary and Repre- 
sentative on the Representative Body. It was pointed 
out that the appeal to the members of the Liverpool 
Division had resulted in the addition of £60 13s. 6d. to the 
amount already subscribed, the total contributions being 
£240 15s. 

Election to Central Council.—The meeting unanimously 
agreed that Mr. F. Charles Larkin be nominated by the 
Division as a candidate for election to the Central Council 
at the forthcoming election. 

Matters Referred to Divisions.—Regarding the matters 
referred to Divisions and published in the SuppLEMENT of 
the British MEpicat Journat, April 19th, it was agreed 
to instruct the Representatives at the Representative 
Meeting to vote against the motion by the Natal Branch ; 
to leave discretion to the Representatives on the motion of 
the i: Division; and to vote against the motions by 

Expenses 0 esentatives.—It was a ‘to suppor 
the resolution of the Branch Council regarding a voluntary 
levy to meet the expenses of the Representatives, mem- 
bers of Council, and members of Committee, and to ask 
each individual member of the Division to contribute his 
proportion to a levy of £101 10s. 

Nominations to’ County Medical Committee. —It wae. 
agreed to nominate Dr. J. Dunn and Dr. Pendlebury as 
candidates for election on the County Medical Committee 
of Lancashire for No. 19 and No. 10 district insurance. 
areas respectively. 

Divisional and Insurance Areas.—Consideration of the 
readjustment of the Divisional area to coincide with the 
Insurance Act area was postponed, pending the report of 
the Council of the Association on this matter. 


METROPOLITAN COUNTIES BRANCH: 
Hampsteap Drvision. 
A MEETING of the Hampstead Division was held at the 
Central Library, Finchley Road, on the evening of May 
9th. Mr. Ware was in the chair, and fourteen members 
were present. The recommendations of the Committee in 
regard to possible amendments of the National, Insurance 
Act or Regulations contained in a letter from the Medical 
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MERTINGS OF BRANCHES AND DIVISIONS. 


Secretary dated April 19th, and the report of the State 
Sickness Insurance Committee in SupPLEMENT to British 
MepicaL JournaL, April 5th, were carried unanimously. 
An interesting paper was read by Mr. E. Lamina Evans 
on the detection and treatment of scoliosis in its initial 
stages. A short discussion followed. Mr. Evans answered 
the points raised, after which a hearty vote of thanks was 
proposed by Dr. Prircuarp, seconded by Mr. Hitts, and 
carried by acclamation. 


MIDLAND BRANCH: 
Lincotn Division. 
Tue annual meeting of the Lincoln Division was held at 
Lincoln on May 1st, when nine members were present. 

Election of Officers—The following were elected 
Divisional officers for the ensuing year: 

President-elect.—Dr. Genney. 

Representative on Branch Council.—Dr. Purves. 

Ordinary Members of Executive Committee.—Drs. Denny (East 
Barkwith), Lowe, Barlow. ‘ 

Chairman.—Dr. Clements. 

Vice-Chairman.—Dr. Watkins. 

Honorary Secretary.—Dr. Rainferth. — 

Representative.—Dr. McFarland. 

Annual Report and Financial Statement.—The annual 
report of the Executive Committee and financial state- 
ment was read and approved. ‘ yet 

Fees to Practitioners Called in to Assist Midwives.—The 
following motion was adopted : 

That it is desirable that practitioners, when called in to 
assist a midwife, do not accept a less fee than one guinea, 
and that all medical men practising in the city be informed 
of this resolution. ; 


NORTH OF ENGLAND BRANCH: 
NEWCASTLE-UPON-TyNE DrvIsIon. 
Tue tenth annual meeting of the Newcastle-upon-Tyne 
Division was held at the Royal Victoria Infirmary, 
Newcastle-upon-Tyne, on May 7th. Dr. ANDREW SmirTH, 
sen., occupied the chair. 


Election of Officers—The following officers were | 


appointed for the ensuing year: 


Chairman.—Dr. A. Campbell. 

Vice-Chairman.—Dr. James Hudson. 

Honorary Secretary.—Dr. J. Leslie Wilson. 

Representatives at Representative Meetings.—Dr. J. W. Smith, 


sen., Dr. R. A 


ot 24. The sum of £1,591 had been ranteed to the 
Defence Fund in connexion with the National Insurance 
Act up to December 31st, 1912, and £159 had been paid 
up in calls. The principle of school clinics had been 
established in Newcastle-on-Tyne, but the Local Educa- 
tion Committee had stated that it had no intention of 
undertaking treatment on a large scale; that strict care 
would be taken not to include patients whose parents 
could afford to pay a doctor; and that accredited repre- 
sentatives of the profession would be allowed to inspect 
the treatment centres at any time. 

Winter Scientific Meetings.—It was agreed that an 
honorary secretary of the winter scientific meetings 
carried on by the Division should be appointed, and 
should be an ex officio member of the Executive Com- 
mittee. Mr. R. J. Willan was appointed. 


Inspection of School Treatment Centres. — Drs, R. 
Dagger, F. Hawthorn, G. E. Watson, J.D. Farquharson, 
A. Campbell, and Leslie Wilson were appointed the 
accredited representatives of the profession to inspect 
the centres for the treatment of school children. 

Votes of Thanks.—A very hearty vote of thanks was 
accorded to Dr. Andrew Smith, the retiring chairman, 


and Mr. R. J. Willan, the retiring hono secre , and 
also to Dr. J. W. Smith, sen., and Dr. R. A. Rolam, the 
Representatives at Representative Meetings. The House 
Committee of the Royal Victoria Infirmary was thanked 
for its kindness in affording facilities for holding all the 
various meetings at that institution, as was the matron of 
the Royal Victoria Infirmary for her kindness in supply- 
ing teas to the winter scientific meetings and committee 
meetings. 


SOUTH-EASTERN OF IRELAND BRANCH. 
THe annual meeting of the South-Eastern of Ireland 
Branch of the British Medical Association was held at 
Kilkenny on May 7th, Dr. Morrissey, President, in the 
chair, and thirteen others were present. ; 
ween of Officers—The following were elected for 


President.—Dr. P. O’Gorman (Cowran, co. Kilkenny). 

aati Thomas O’Connell (Fethard, co. Tip- 
perary). 

Secretary.—Dr. P. Grace (Kilkenny). 

Treasurer.-—Dr. Jellett (Waterford). 
at the Representative Meetings—Dr. Laffan 
(Cashel, co. Tipperary). 
Deputy Representative at the Representative Meetings.—Dr. J. 
Power (Ardfinnan). 

Nominated for Election on the Central Council_—Dr. Denis 
Walshe (Graigue). 

Representative on the Irish Committee.—Dr. J. Ryan (Carlow). 

Representatives on the Branch Council.—Drs. James, Shee, 
Walsh, Grace (Kilkenny); Drs. Morrissey, Morris, Mackesy, 
Jellett (Waterford); Drs. J. V. Ryan and H. Kidd (Carlow) ; Dr. 
Thomas O’Conneli (Fethard, co. Tipperary). 


Votes of Condolence.—Votes of condolence were passed 
with Dr. G. Mackesy on the death of his son, and with 
Dr. Shee (Callan) on the death of his brother. 


STAFFORDSHIRE BRANCH: 
SraFrorDsHIRE Drvision. 
THE annual meeting of the Division was held at Wolver- 
hampton on May 6th. Dr. Craic was in the chair, and 
fourteen members were present. 

Election of Officers for 1913-14.—The following officers 
were elected : 

Chairman.—Dr. T. H. Galbraith. 

Vice-Chairman.—Dr. T. Connell Craig. 

Honorary Secretary.—Dr. H. C, Mactier. 

Three Representatives on Branch Council—Dr. Craig, Dr. 
Hartill, and Dr. Malet. 

Six Members of Executive of Division.—Dr. Ridley Bailey, Dr. 
ergs Dr. Cooke, Dr. A. H. Carter, Dr. Deanesly, and Dr. 

rout. 

Annual Report of Council—The annual report of 
Council was then considered, and the Representative, 
Dr. Mactier, was instructed thereon. Sie 

Amendment of Insurance Act.—On the motion of Dr. 
Ma gt, seconded by Dr. Spatn, it was resolved: 

That in the Act to amend the Insurance Act provision should 
be made that all the representatives of the profession on 
the Insurance Committees should be elected by the pro- 
fession itself in the respective areas. 

Votes of Thanks.—A vote of thanks to Dr. Craig for his 
conduct of meetings oo; his year « office was moved 
by Dr. Mactier, seconded b r. Riptey Baiey, and 
carried by acclamation. Dr. Craig, in replying, expressed 
his pleasure that the members were satisfied with his 
efforts during a most strenuous year. 


YORKSHIRE BRANCH: 

Hauirax Drviston. 
A meeETING of this Division was held on April 23rd at 
8.30 p.m. In the absence of Dr. Crossley Wright, the chair 
was taken by Dr. A. Drury, the Vice-Chairman, and 
sixteen other members were present. 

Emergency Visits to the Workhouse——The Secretary 
read correspondence with reference to the refusal of the 
Halifax Guardians to pay Dr. F. E. Wayte, a member of 
the Division, for an emergency visit to the workhouse 
made at the request of the master, the workhouse medical 
officer not being available. The meeting resolved to 
recommend Dr. Wayte to sue the guardians, and that he 
should have the support of the Division. Fe 

Fee for Medical Certificates.—The case of a medical man 
‘in the Division was reported to the meeting, who continued 


Deputy Representatives at resentative Meetings.—Dr. Andrew - 
smith, sen., Dr. James Don. . 
Representatives on North of EnglaSd Branch Council.—Drs. 
W. é. Beatley, R. Dagger, J. Don, Rutherford Morison, W. G. 
Richardson, A. Smith, sen., J. S. McCracken, H. L. Rutter; 
ex officio: Drs. A. Campbell, Leslie Wilson, J. W. Smith, 
R. A. Bolam. ‘ e 
ogee Members of Executive Committee.—Mr. H. B. Angus, 
Drs. A. C. Burnell, J. J. ea J. T. Dunlop, G. Poggin, aa 
W. S. Fraser, E. F. Pratt, R. W. Simpson, A. H. Hobbs, J. D. 
ae, W. L. Ruxton, T. C. Hunter ; ex oficio: Mr. R. J. ; 
illan. , 
Annual Report for the Year 1912.—The annual report : 
showed that forty meetings had been held during the as 
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to give medical certificates required for admission to clubs 
and societies for the fee of 1s., contrary:to the decision of 
this Division a year ago to raise the fee to 2s. 6d. The 
Secretary was directed to write to the medical man in 
question. 

Insurance Act.—The recommendations of the State 
Sickness Insurance Committee were read, and for the 
most part approved. The Secretary was instructed to 
transmit them to the Secretary of the Halifax Medical 
Committee, and to request that copies be sent to represen- 
tatives of Local Medical Committees outside Halifax, but 
in the Division. 

Model Rules for Ethical Procedure.— The Model 
Ethical Rules were adopted after some discussion, with 
the exception of Rules 12 and 22. On the motion of Dr. 
P. K. seconded by Dr. Priestitey LEECH, it was 
decided that any appeal should go from the Divisional 
Ethical Committee direct to the Central Ethical Com- 
mittee, and not through the Branch Council, as proposed 
in the rules. Notice of adoption of the rules was ordered 
to be placed on the agenda of the next Division meeting. 

Contract Practice.—The question as to whether contract 

ractice should be allowed in the Division outside the 

nsurance Act was discussed at considerable length. The 
Executive Committee had consented to a member of the 
Division resuming a club which he had resigned at the 
request of the Association during the controversy as to 
the Insurance Act. This was severely criticized, and on 
the motion of Dr. D. J. Macautay, seconded by Dr. 
McWitu1ams Henry, the following resolution was carried 
unanimously, «nd ordered to be placed on the agenda of 
the next Division meeting in order that it might be 
binding on all the members: 

That this Division does not approve of contract practice 

outside the Insurance Act. - 

Medical Men and Coroners’ Inquests.—The question of 
the discussion at inquests of the conduct of medical men 
who were not given the opportunity of defending them- 
selves was then considered, but it was decided to take no 
official action in the matter at present. 


Association Notices. 


LIBRARY OF THE BRITISH MEDICAL 

ASSOCIATION. 
‘A tist of periodical publications, official reports, and Blue 
Books in the Library of the British Medical Association 
available for issue to members on loan has been printed, and 
copies can be obtained free on application to the Librarian, 
at the house of the Association, 429, Strand, W.C. The 
regulations governing the loan of these publications are 
stated in the introduction to the list. The Library is open 
for consultation from 10 a.m. till 5 p.m. (on Saturdays 
till 2 p.m.). 


BRANCH AND DIVISION MEETINGS TO BE HELD. 


BIRMINGHAM BRANCH: CENTRAL DIVISION.—The Honorary 
Secretaries, Dr. Ernest C. Hadley ech Street, Lozells, 
Birmingham) and Dr. H. Hoyle ite (Elsinore, Gravelly 
Hill, Birmingham), notice that a special meeting of this 
Division will be held in the Medical Institute, Edmund Street, 
on Wednesday, May 2lst, at 3.30 p.m., for the purpose of 
electing four Representatives and one Deputy Representative 
for this Division upon the Representative Body of the Asso- 
ciation. The annual meeting of this Division will be held in 
the Medical Institute, Edmund Street, on Wednesday, June 25th, 
at 3.30 p.m., for the purpose of electing a Chairman, Vice- 
Chairman, two Honorary Secretaries, Representatives of: the 
Division in the Branch Council, and members of the Executive 
Committee. Nominations for officers of the Division must be 
in the hands of one of the Honorary Secretaries not later than 
Tuesday, June 3rd. , 


_ BIRMINGHAM BRANCH: COVENTRY DIVISION.—Drs. Laurence 
E. Price and Duncan Davidson, Honorary Secretaries (15, 
Priory Row, Coventry), _ notice that the annual meeting of 
the constituency of the Nuneaton and Tamworth and Coventry 
Divisions will be held at 3.30 p.m. on Thursday, June 5th, at 
the Coventry Hospital, to elect a Representative for the Brighton 
Meeting, and any other business. At the conclusion of this 
meeting the annual meeting of the Coventry Division will be 
held for the election of officers, to consider a proposed altera- 


tion of date of meetings, and to receive the report of the 


Executive Committee. 


DORSET AND WEST HANTS BRANCH.—The Honorary Secretary, 
Dr. Frank Fowler (29, Poole Road, Bournemouth), gives noticg 
that the annual meeting will be held at the Bourne Hail Hotel, 
Bournemouth, on Wednesday, May 21st, at 3.30 p.m. The 
reports of the Branch and Divisions will be eee and the 
Ethical Committee will be elected. Dr. H. G. Lys will deliver 
the presidential address. Dr. W. Johnson Smyth will read 
notes on a case of abdominal section. The President-elect, . 
Dr. H. G. Lys, very kindly invites members to luncheon at 
his house, Southbrook, Poole Road, at any time between 1,30 
and 3 o’clock. 


METROPOLITAN COUNTIES BRANCH: Ci1TY DIVISION.—Dr. A. G, 
Southcombe, Honorary Secretary (83, Sidney Road, Homerton, 
N.E.), gives notice that the eleventh annual general meeting 
of the Division will be held in Balfour Hall, Dunstan Street, 
Kingsland Road, on Friday, May 30th, at 3.30 p.m. 

‘ 

METROPOLITAN COUNTIES BRANCH: MARYLEBONE DIVISIon, 
—The Honorary Secretary, Dr. Francis W. Goodbody, gives 
notice that a meeting of the yee rrenge of the borough of 
Marylebone will be held at 11, Chandos Street, W. (Medical 
Society. of London), on Monday, May 19th, at 4.45 p.m., when 
a Local Medical Committee for the year 1913-14 will be elected. 
The Committee consists of twenty practitioners, ten in general 
and ten in consulting practice. ominations signed by two 
practitioners, and accompanied by the signed consent of the 
nominee to serve, should reach Dr. Roxburgh, 30, Seymour 
Street, W., by Friday; May 16th. The annual general meetin 
of the Division will be held at the same place at 5 p.m., ora’ 
the conclusion of the meeting called for 4.45 p.m., to receive 
the Annual Report of the Executive Committee, to elect officers 
of the Division for the ensuing year, and to consider questions 
of which due notice has been given. 


METROPOLITAN COUNTIES BRANCH: TOWER HAMLETS DIVI- 
sion.—Dr. W. H. E. Oxley, Honorary Secretary (119, East 
India Road, E.), gives notice that the annual meeting of the 
Tower Hamlets Division will be held on Tuesday, May 20th, at 
the Public Health Offices, White Horse Street, Stepney. 


MIDLAND BRANCH: BOSTON AND SPALDING DIVISION.—Dr. 
E. A. Wilson, Honorary Secretary (Boston), gives notice that 
a special meeting of the Division will be held on Wednesday, 
May 21st, at the White Hart Hotel, Boston, at 3.30 p.m., 
meet the Medical Secre (Dr. Cox) to discuss the provision 
of medical treatment for all uninsured persons. 


MIDLAND BRANCH: LEICESTER AND RUTLAND DIVISION.— 
Dr. R. Wallace Henry, Honorary Secretary (6, Market Street, 
Leicester), gives notice that the annual meeting of the Division 
will be held at the ~— Infirmary, Leicester, on Wednesday, 
May 21st, at 4 p.m., for the election of Vice-President and 
Representatives of the Division on the Branch Council, and 
of officers and members of the Executive Committee of the 
Division. The annual report of the Executive Committee will 
be presented. 


SoutH MIDLAND BRANCH: NORTHAMPTONSHIRE DIVISION.— 
Dr. P. S. Hichens, Honorary Secretary, gives notice that the 
annual meeting of the Division will be held in the Board Room 
of the Northampton General Hospital on May 29th, at 2.30 oe. 
The meeting will be preceded by a luncheon at Franklin’s 
Restaurant, Guildhall d, at 130p.m. Those wishing to 
attend the luncheon should notify the Honorary Secretary two 
days beforehand.’ ‘Agenda: Election of officers for the ensuing 

ear. Annual a of the Division. -Consideration of agenda 
or the Representative Meeting. Consideration of other memo- 
randa sent down from the Association. If time permits some 


clinical cases will be shown. 


SoUTH-EASTERN BRANCH.—Dr. E. A. Starling, Honorary 
Secretary (Chillingworth House, Tunbridge Wells), gives notice 
that the sixty-ninth annual meeting of the Branch will be held 
on Wednesday, June llth, at 1.30 p.m., at the Lion Hotel, Sigh 
Street, Guildford. Dr. Arthur M. Mitchell 
invites members to lunch at the Lion Hotel; High Street, 
12.45 p.m. sharp. enda: In addition to the business of an 
ordinary meeting, (1) to receive the report of the election of 
officers for 1913-14; (2) to receive the annual report of the 
Council and financial statement, and (3) the ethical rules pre- 
sented by the Council; % to consider the following resolution : 
‘The South-Eastern Branch Council advise the Branch to 
request the Council of the Association to consent to the division 
of the unwieldy South-Eastern Branch into three Branches, 
corresponding with the three counties of Kent, Sussex, and 
Surrey.”’ An excursion is arranged for the afternoon, to view 
the Lord Mayor Treloar’s Cripples’ Home at Alton, where Dr. 
and Mrs. Gauvain kindly invite the members to tea. The 
special train leaves Guildford Station at 2.40 p.m., returning 
about 5.30 p.m. Tickets for the return journey, 3s. 6d. each. 
The annual dinner will be held at the Lion Hotel, at 6.30 p.m. 
Members intending to be present at the lunch, excursion, or 
dinner wishing hospitality for the night are requested to signify 
their intention to Cecil P. Lankester, Esq., 1, Rectory Place, 
Guildford, not later than Saturday, June 7th, ; 
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LOCAL MEDICAL COMMITTEES. 


ABERDEENSHIRE. 
A MEETING of the Aberdeenshire Local Medical Committee 
was held in the Medico-Chirurgical Hall on May 2nd, 
Dr. Rorie, Chairman, presiding. 

Temporary Residents.—After considering the question 
of medical benefits for temporary residents, Memorandum 
159/I.C., it was unanimously agreed to inform the Com- 
missioners that the Committee could sanction no scheme 
involving a deduction from the 7s. contracted for, as it 
would operate unfairly in the area. 

Charges by Chemists.—The letter from the Medical 
Secretary of the British Medical Association as to charges 
of chemists was considered, and it was agreed to protest 
against the neglect toconsult the Medical Com- 
mittees in the matter as being contrary to the purview of 
the Act. 

Payment of Expenses.—The Secretary (Dr. Bruce) 
reported that the ccaiiee had already communicated 
with the Commissioners, the Local Insurance Committee, 
and the local members of Parliament on the matter of the 
expenses of Local Medical Committees, and it was agreed 
to press that this question should be settled in the 
forthcoming amending Act. 

Uninsured Club Members.—The secretary was instructed 
to remind certain members of the profession by letter of 
the arrangement previously arrived at—namely, that no 
contract be entered into for this purpose at a less rate than 
7s. a head exclusive of medicine. 

Specification of Disease on Sick Certificate-—Corre- 
spondence was read from a friendly society demanding 
the insertion of the disease in all cases on sick certifi- 
cates. It was unanimously agreed that nothing further 
than “illness” or “accident,” as the case might be, 
should be used, the doctor’s signature being an adequate 
guarantee of the genuineness of the case. Comment was 
made on the delay by the Commissioners in issuing a 
uniform sick certificate, and the inconvenience at present 
caused by the multiplicity existing, according to the taste 
and fancy of the different societies. 

Mileage.—The question of mileage was again discussed, 
and it was unanimously agreed to press forward the point 
that the proposed “three miles free” was. absolutely 
unfair to the average country doctor, and that one mile 
free was a fair offer on the part of the practitioners. It 
was pointed out that while practitioners in the Highlands 
and Islands and the sparsely populated areas might ulti- 
mately receive some help, the country practitioner with 
a radius of three to seven miles was being most unfairly 
treated as compared with his town brother. 

The Scottish Committee of the British Medical Associa- 
tion.—The Local Medical Committee expressed its cordial 
approval of the proposed devolution of purely Scottish 
medical affairs to this Committee, and of the steps being 
taken to secure that it can speak as a national representa- 
tive body in putting forward the claims of the medical 
profession in Scotland. 


KIRKCALDY. 
Tue Local Medical Committee for the Burgh of Kirkcaldy 
has been recognized, and is composed of all practitioners 


resident or practising in the burgh and willing to act. 


The office-bearers are: 

Chairman.—Dr. A. Lesslie Curror. 

Secretary. — Dr. J. Isdale Greig, 23, Townsend Place, 
Kirkcaldy. 

Medic resentatives on Insurance Committee.—Dr. John 
Smith, Dr. W. T. M. Wallace. ~ 


Medical Members of Medical Service Subcommittee.—Dr. A. 
Lesslie Curror, Dr. H. A. Laing, Dr. W. T. M. Wallace. 

Several pore. have been held and various questions 
connected with the Insurance Act discussed. A deputa- 
tion from the various friendly societies desired to know if 
the medical profession could not modify its terms of 


7s. & head for aged members of friendly societies, and 
would be willing to enter into contracts for attendin 
juveniles between the ages of 12 and 14 at the rate 


i 


2s. 6d. per annum exclusive of medicine. After discussing 
the matter the Cuarrman informed the deputation that 
the terms could not be modified and that juveniles could 
not be contracted for. 

Allocation of Patients.—It was suggested that a three- 
mile limit should be observed, and that those doctors 
having under 1,000 on their panel should receive twice as 
many as those having over 1,000. 

Excessive Ordering of Drugs.—The Insurance Com- 
mittee has informed the Committee that the chemists’ 
accounts for the first quarter amoynted to £374, while the 
Drug Fund and the Drug Suspense Fund together amounted 
to £340. After discussion, it was resolved to ask for 
further information before reporting. 

Attendance on Temporary Residents.—Memorandum 159 
was discussed, and it was decided that the “case-value” 
method was the better alternative. 

Supply of Emergency Drugs and Appliances.—It was 
decided to: recommend that each doctor should notify 
what he was likely to require, to an amount not exceeding 
10s. a quarter. 

Objectionable Inspection.—A letter was read from a 
member complaining of the methods of a person who 
represented herself to be an inspector under the Act, and 
invited complaints, inspecting the medicine, etc. The 
Secretary was instructed to write to the Commissioners 
and also the Insurance Committee on the matter. 


NORTH RIDING OF YORKS. . 

A MEETING of the North Riding of Yorks Local Medical 
Committee was held at York on April 30th. Dr. Roperr 
Curr (Scarborough), Chairman of the Committee, presided. 

Expenses of Committee.—It was pointed out that it had 
been found impracticable for the subscriptions towards 
the Local Medical Committee’s expenses to be collected © 
by the Clerk to the Insurance Committeé, and each 
practitioner in the North Riding was therefore asked 
to send 5s. direct to Dr. Mills, who had consented to add 
to his duties as Hororary Secretary those of Treasurer 


also. 

Proposed Fee for Copying Prescriptions.—It was resolved 
to protest against the proposed charge by chemists of 1d. 
for copying prescriptions—first, as being disproportionate 
to the work done, and secondly, because the charge was 
being introduced without consultation with the Local 
Medical Committee. 

Allocation of Patients—The Cuartrman suggested that 
the Insurance Committee should be asked to send to 
each insured person who had not agreed with a doctor 
a reply paid post-card asking him without delay to 
name the doctor of his choice. The request shceuld 
be accompanied by an explanation in simple ianguage 
of the necessity of gaining the doctor's consent to act. 
Dr. Cuff also alluded to the reasonable action of the 
Surrey Insurance Committee in allowing contracting 
out, and hoped that the example would be endorsed by 
the Commissioners and followed by other Committees. _ 

- Mileage.—Dr. BatcEnt said that the question of mileage 
could not be settled until all the patients were allotted 
and details obtained from each practitioner on the panel 
of the number of patients at varying distances and the 
nature of the country over which he had to travel. Dr. 
TrTLEy gave his experiences of a moorland district, and 
informed the Committee that he had refused several 
patients who lived in inaccessible = owing to the 
absence of a mileage arrangement. It was decided that 
the question of drawing up a circular letter requiring par- 
ticulars on which a mileage claim might be made should 
be left in the hands of Drs. Baigent, Meade, and Mills, 
three members of the Insurance Committee, who would 
act in conjunction with the officials of that Committee in 
this matter. 

Emergency Subcommittee. —A subcommittee of three 
was appointed to deal with any urgent business which 
might arise between the ordinary meetings of the Com- 
mittee, which it was suggested should as a rule take 
place once a quarter. 
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Major Operations.—It was suggested that a major 
ration would be one necessitating the administration 
a general anaesthetic; and the Caarrman pointed out 

that the Regulations provided that any case in doubt 
should be referred to the Local Medical Committee. 

Anaesthetics.—The Committee decided that general 
anaesthetics, except nitrous oxide, should be paid for 
as an extra. 


BOOTLE. 

‘Ar a meeting of the Bootle Local Medical Committee, 
held on May 9th, the Secretary was instructed to write to 
the Insurance Commissioners protesting against the pro- 

d charge for copying prescriptions. It was further 
resolved that the scale of fees proposed for payment of 
services rendered to temporary residents was satisfactory 
to the Committee, and the Secretary was instructed to 
reply to the letter of inquiry to that effect. 


ROCHDALE. 
Temporary Residents. 

A teTTER has been addressed to the Insurance Commis- 
sioners (England) by Dr. James Melvin, Honorary Secre- 
tary of the Local Medical Committee, in reply to the 
circular letter covering the memoranda on medical 
‘attendance on temporary residents. The letter states 
‘that the Committee is A of opinion that as 
‘medical benefit for temporary. residents is not provided 
for in the present Regulations it cannot discuss the scale 
of fees laid down by the Commissioners in the novel 
scheme now promulgated for the first time. The letter 
concludes as follows: ; 


Regulation 22, entitled ‘‘Insured Person Applying during 
Year,” refers to an insured person who ‘“‘ changes his resi- 
dence to the area of another Committee.’’ The word 
‘temporary ’’ is not used at all in this Regulation; and 
the expression ‘‘ changes his residence ’’ can reasonably be 
held to refer only toa permanent removal. As at present 
advised, my Committee is of opinion that they cannot, on 
behalf of the practitioners on the Rochdale panel, discuss 
the spending of moneys subtracted without their consent 
from the capitation fees legally due and accruing to such 


practitioners. 
SHEFFIELD. 
At a meeting of the Local Medical Committee for Sheffield, 
iheld on May 6th, it was resolved : 


That our Medical Representative shall raise the question at 
the next meeting of the Local Insurance Committee that 
' those insured persons with incomes over £160 a year be 
required to make their own arrangements for medical 


nefit. 
That the following resolution be forwarded to the Local 
Insurance Committee: . 

That the Local Medical Committee regrets that, so far, no 
Medical Representative has been placed on ap! ropriate 
subcommittees, and suggests that it is desirable that at 
least one such representative shall be placed on such 
subcommittees as deal with matters affecting the 
interests of the medical profession and wherever their 
es knowledge is likely to be useful. 

‘That the following resolution be forwarded to the National 
Health Insurance Commissioners: 3 

That the Sheffield Local Medical Committee oo 

strongly ee the method pro in Memo. 159/1.C. 

for providing medical benefits for insured persons who 
are temporarily resident in any t of the country. 

That the Sheffield 1 Medical Committee request the 

State Sickness Insurance Committee to insist that a card be 

issued by the Local Insurance Committees to each insured 

— to show name, address, age, and occupation of the 

nsured person and name of doctor, such card to replace 

the red medical ticket, and tobe produced when attendance 

is required. 


COUNTY OF CHESHIRE. 
Tue thirteenth meeting of this Committee was held on 
May 8th at Manchester; Dr. GarstanG was in the chair, 
and sixteen members were present. 
The Committee resolved, in the light of the decisions 
received from the District Committees, to hand in agree- 
ments for a further period of panel service till January 
14th, 1914, accompanied by a strong protest against the 
failure of the Insurance Committee to fix an income limit, 
with regard to the obligation to state the diagnosis in cer- 
tificates, and against the deduction from the capitation 
fees for persons away from home. The Insurance Com- 
mittee will be informed that these questions will be raised 
again prior to accepting a further term of service, et 


DERBY. 
Temporary Residents. 
As a result of -the consideration of the Memo. 
randum 159/I.C. by the Derby Borough Medical Com. 
mittee, the honorary secretary was directed to reply to 
the following effect: 


1. The Central Fund suggested in the Memorandum ig 
to be made up by certain (variable) deductions from 
the capitation fee at present due to panel doctors. 

2. The amount of this fee, after being promised in 4 
circular from the Commissioners, was finally estab- 
lished by being embodied in the stamped and signed 
agreements entered into between the various Insur- 
ance Committees and the individual doctors. 

3. Speaking for the doctors whom it represents, this 

Committee cannot possibly consent; to any such 
breach of contract as would be caused by the reduc- 
tion in the capitation fee proposed by this Memo- 


randum. 
DENBIGH. 
A CONFERENCE with the County Insurance Subcommitteo 
was held at Wrexham on May Ist. 

Mileage.—Duting the first quarter a deduction of 14d. 
a head was made to pay for excess mileage above three 
miles, but this arrangement was vetoed by a substantial 
majority at the next meeting of the panel practitioners. 
The result was conveyed to the Subcommittee, who 
declined to acvept this finding on the grounds of the sparse 
attendance at the general meeting, and asked that another 
vote should be taken. A postal vote of the 96 “ panel” 
men in the county was taken, and the Secretary reported 
that, of the 60 replies received, 14 were for the deduction 
and 46 against. Notwithstanding the large majority, the 
Subcommittee decided to accede to the wishes of the 
minority, and continue the deduction for this year; this 
has caused much indignation, and the panel practitioners 
of Colwyn and Colwyn Bay have addressed the following 
letter to the Insurance Committee: 

‘We, the panel practitioners of Colwyn Bay and district, 
representing a population of close upon 20,000, and composed of 
practitioners who have both town and country practice, at a 
a. convened meeting held this day, May 6th, protest in 
the strongest possible manner against the decision of. the 
County Insurance Subcommittee to whittle down a promised 
minimum fee of 7s. por head per annum to 6s. 6d. Apart alto- 
gether from the breach of faith involved in the matter, we con- 
sider it most unjust that this decision should have been arrived 
at in face of a 3 tol majority against it in a postal vote taken 
on the specific question. We trust that the County Committee 
will see their way to allocate the minimum 7s. provided by the 
Government in accordance with the expres: wishes of tha 
overwhelming majority of panel practitioners conveyed through 
the Local Medical Committee. : 

Allocation of Patients—-The CiErk stated that it would 
not be possible to issue the new register cards for several 
weeks, and it was decided to continue the use of the red 
cards until the register was complete. Owing to this 
delay no allocation could be made, but it was agreed that 
the moneys due in respect of persons not allocated should 

be divided among practitioners in proportion to their lists 
of accepted persons. 

Excessive Prescribing.—-An inquiry into an alleged case 
of excessive prescribing on the part of a practitioner wag 
held, and after hearing the doctor concerned the Com- 
mittee resolved that the case constituted a breach of the 
Regulations (Clause 46), and left the Insurance Committee 
to decide what penalty should be enforced. 


ISLE OF WIGHT. 
At a meeting of the Local Medical Committee at Newport 
on May 8th, Dr. Casttz was in the chair, and eleven 
others were present. 
Allocation of Insured Persons.—The report of the 
meeting of the deputation of this Committee with a de- 
_putation of the Isle of Wight Insurance Committee on the 
question of allocating those iasured persons who had not 
yet chosen their doctor was received; it having been de- 
cided that the allocation should not take place until after 
May 3lst, and that an advertisement should be inserted 
in the local press stating that if the cards were not signed 
before that date the persons holding them would be dis- 
tributed by the Insurance Committee. The Insurance 
Committee would ask each doctor by circular to state how 
many of the unallotted he would be willing to take in the 
area. in which he practised, and allocation would be in 


rf equal shares among those doctors willing to accept them, 
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Temporary Residents.—The of the meeting of 
medical practitioners serving on the a yeas on the subject 
of temporary residents was received and adopted. It 
embodied the following resolution which has been sent to 
the Commissioners: 

That inasmuch as the medical gare has been guaranteed 

a minimum capitation fee of 7s. per head per annum by the 

. National Health Insurance Commissioners, we (the medical 

' practitioners serving on the pene in the Isle of Wight) 
decline to accept 159 and 161/I1.C. as a fair solution of the 
question of payment for medical attendance on temporary 
residents as it must involve the reduction of the amount of 
the capitation fee in other areas, but we are of opinion that 
persons who can afford to go to health resorts can afford to 
pay a reasonable fee to the medical men in practice there. 

The Honorary Secretary was instructed to write to the 
Commissioners in reply to their letter asking whether the 
scale of fees proposed in Memoranda 159/I.C. and 161/I1.C. 
were acceptable, stating that although the committee 
approved the scale of fees submitted as adequate, it 
strongly disapproved of the manner in which the central 
fund was to be raised, and pointing out the promise held 
out to practitioners about to join the panel in the official 
Explanatory Statement, Section 22, published in December, 
1912: 

If the object desired is that each practitioner shall know as 
exactly as possible the income on which he can rely in pameet 
of his liability to give attendance under the head of Medical 
Benefit during the year, the method to be a is obviously 
that of simple capitation, under which he will know definitely 
that if he has 1,000 insured persons on his list for the year he 
)- Agere in a district in which he does not dispense at least 


PLYMOUTH. 
At a meeting of the Plymouth Local Medical Committee 
on April 24th and an adjourned meeting on May 8th the 
following matters came up for discussion : 

Reciprocity between Neighbouring Local Medical Com- 
mittees.—An arrangement was made between Plymouth 
and Devonport. Local Medical Committees by. which the 
Honorary Secretary or another member was invited to 
attend as a visitor the meetings of the Local Medical 
Committees in the neighbouring town. 

Copying Fee for Chemists.—This matter having been 
referred to a committee of doctors on the panel, the 
fo'lowing arrangement was decided upon and assented to 
by this Committee : 

1. That after a date a be fixed by the Insurance Com- 
mittee) the panel'doctors must issue a duplicate for all 


original prescriptions. 
2. A single copy to suffice for repetitions. ; 
’ 3, The single copy to contain no additions to the original. 
4. Chemists to be paid 1d. copying fee from April 14th till the 
above regulations come in force. 


Maternity Fees in Midwife Cases.—It was decided to 
urge all medical men to refrain from making contracts; 
the fee was considered inadequate. 

Medical Referee.—The feeling was strongly in favour of 
the principle of appointment of an independent referee if 
not a paid officer of the friendly and insurance societies. 

_ Scale of Fees.—The following scale of fees was recom- 
mended for persons making their own arrangements 
(Form 43/I.C.)# 


‘ £ d. 
Visit or consultation ... vee 
‘Surgical operation from 
Fracture or dislocation from ... 


WESTMINSTER AND HOLBORN. 
At a meeting held under the auspices of the Provisional 
Medical Committee for Westminster and Holborn on 
April 24th, with Dr. Bernarp O’Connor in the chair, the 
‘Provisional Medical Committee was dissolved and two 
Medical Committees for Westminster and Holborn 
respectively elected as follows: 

Westminster.—Drs. Barlet, A: E. Co 
Maitland, Pennington, Starkie, Miss 
Secretary). 

Holborn.—Drs. Barton, Bolton (Honorary Secretary), Colqu- 
houn, Geoghan, Gould, Longinotto, Kennard, Mc , and 
O’Connor. 

‘The Committees include members who have joined as 
[well as others who have not joined the panel, 


, Dutch, Haslip, Hay, 
. A. Stepney (Honorary 


REPORTS OF LOCAL ACTION, 


IRELAND. 


Proposed Arrangement for Medical Certification. 
Last week a conference was held at the offices of the 
County Borough of Dublin Insurance Committee between 
representatives of the Committee and of the approved 
societies for the further consideration of the proposed 
arrangements for the medical certification of insured 
persons, with a view to determining the means to be 
adopted to secure adequate facilities for the provision of 
certificates, consequent on the failure to form a panel of 
practitioners in Dublin at the capitation rate fixed by the 
Commissioners. A deputation, consisting of Dr. Robert 
J. Rowlette, Dr. Thomas Donnelly, Dr. W. J. Delaney, 
Dr. L. Farrell, Dr. Thomas G. M‘Grath, Dr. M. Vaughan, 
and Dr. William Doolin, attended on behalf of the medical 
profession, and stated the terms which had been agreed to 
at the meeting of the profession on May 2nd, reported last 
week. After the retirement of the deputation, the con- 
ference discussed the question of payment by certificate 
as an alternative to the capitation grants, and it was 
pointed out that the only funds available for the purpose 
in Dublin amounted to about £3,500. It was suggested 
that the Treasury be asked to supplement the ,000 
grant. The representaiive of the Irish Transport Workers 
said that the experience of his society was that the panel 
system in operation in Belfast was absolutely useless, 
owing to certificates being given without examination of 
the patients. The following resolution was adopted : 

That the Commission adopt a capitation rate of 1s. 6d. per 
insured person for the purpose of medical certification in 
the county borough of Dublin, an open panel of doctors to 

be formed, and certificates to be accepted only from the 

medical men in actual attendance, the administration to be 
in the hands of the Insurance Committee. 

A further inaccuracy of the Insurance Commissioners 
has come to tee. A doctor writes from Castlebar, co. 
Mayo, to say that on casually asking in the local post- 
office for a list of panel doctors for Mayo, he was amazed 
to find his own name second on the list. He states that 
he never joined the panel or signified his intention of 
doing so, nor has he ever signed or promised to sign any 
form whatsoever. It will be interesting to see if this 
method of forming panels has been adopted to a large 
extent. 

SCOTLAND. 

MEpIcaL SERVICE IN THE HIGHLANDS. 
Tae Argyll County Council has unanimously adopted 
a resolution approving generally of the policy recom- | 
mended in the report of the Highlands and Islands 
Medical Service Committee, but strongly opposing the 
suggestion to create a new central authority. The 
council was of opinion that the control of the medical 
service in the Highlands should be entrusted solely to the 
Local Government Board, acting through the a | public 
health authorities with the addition of one or two co-opted 
members. The council resolved to communicate with the 
other Highland county councils with a viéw to united 


action. 
— 


INSURANCE NOTES. 
ALLEGED Boycott or Doctors SALForD. 

At the last meeting of the Salford Town Council, Coun- 
cillor Dr. Pinder, who is chairman of the Watch Committee, 
said he wished to ask a question of the chairman of the 
Health Committee, Alderman Huddart, who is also chair- 
man of the Salford Insurance Committee. It appears that 
Dr. Pinder and his two partners, who were on the Salford 
panel from January to April, have refused to continue on 
the panel for a further period of three months up to 
July 15th, and Dr. Pinder ay that certain doctors, 
including himself and partners, had been boycotted by an 
Lopeaven society under the Insurance Act. The society 
in question had refused to accept their certificates or to 
pay their patients the sickness benefit unless a doctor 
on the panel were employed. Over a third of the 
population of Salford were insured persons, and he 
wanted an assurance from the chairman of the Health 
Committee that insured persons were at liberty to ompley 
any doctor they liked and to receive a certificate from 
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whether he were on the panel or not. A large proportion 
of the public thought they could not go to a private doctor 
but were bound té go to a panel doctor in order to get a 
certificate to draw insurance money. Alderman Huddart 
said he felt a good deal of sympathy with the doctors in 
this matter. A case such as Dr. Pinder had mentioned 
had been before the Court of Appeal, where a society had 
refused a certificate given by a doctor who was not on a 
panel, and he was pleased to see that the court had 
decided in favour of the doctor. He promised that he 
would do all that he could to correct the injustice. 


THE Position SoutH WALES. 

With regard to the difficulty in Swansea, owing to the 
action of combinations of workmen who are seeking to 
use Subsection 3 of Section 15 of the Insurance Act for 
the purpose of contracting to obtain medical attendance 
and treatment for themselves and their dependants on 
terms and conditions repugnant to the local profession, 
the Mayor of Swansea has recently made another attempt 
to arrange a conference. The South Wales Daily News 
of May 10th states that the medical men at once assented 
to this proposal, but the labour and friendly society repre- 
sentatives unanimously decided at a meeting to proceed 
with their present policy and to. advertise for doctors. The 
representatives discussed a proposal to withhold sub- 
scriptions towards the local hospital in consequence of the 
attitude of the honorary medical staff in strongly supporting 
the profession generally in this matter. It was agreed, in 
order that the funds of the institutions slould not suffer, 
to continue the subscriptions for the first half of the 
present year, leaving any further action for future con- 
sideration. 

A clear and forceful statement of the medical point of 
view has been sent to the local press under the signatures 
of Dr..H. E. Quick (Honorary Secretary of the Swansea 
Division of the British Medical Association) and Dr. Edgar 
Reid (Chairman of the staff of the Swansea Hospital). 


OFFICIAL PUBLICATIONS. 


ConsTITUTION OF INSURANCE COMMITTEES. 
Tae National Health Insurance Commission for England 
has issued regulations for the election of representatives 
of insured persons on Insurance Committees, and with 
them an explanatory circular numbered 18/I.C. At the 
date of the first formation of the committees elections 
could not be held, since no definite information was avail- 
able as to the number of persons who would become 
insured in such area, or as to their distribution between 
the various approved societies. The Commissioners, 
acting under Section 78 of the Act, made temporary 
appointments of representatives, which terminate on 
July 15th. The Regulations now made provide that the 
number of representatives of insured persons on any 
Insurance. Committee must be three-fifths of its total 
membership. Such oamegeaicig must, under the Act, be 
not less than, 40, nor more than 80, and the Commissioners 
intend to vary the scale already obtaining in various areas 
only to the following extent: Committees numberin 
50 members will be raised to 60, and those numbering 7 
to 80. The representatives of insured persons will fall 
into three classes—direct representatives of members of 
approved societies, indirect representatives of members 
of approved societies, and representatives of deposit con- 
tributors ; the ys aoc of each class is likely to vary 
in every area. Nowhere will there be anything in the 
way of local elections, for both classes of representatives 
of approved societies must be chosen by the societies 
themselves, not by their branches; the appointment of 
representatives 0 contributors is subject to 
restrictions of like effect. The number of direct repre- 
sentatives will depend upon the number of societies which 
in any given area have a sufficient number of members to 
constitute an electoral unit; one representative will be 
appointed for each such complete unit.. The electoral 
unit is the figure given by dividing the total number of 
insured persons in the area by the total number of repre- 
sentatives of insured persons to be placed on the com- 
mittee. For instance, if in a given area the insured 
persons number 48,000 and the committee numbers 40, 
then three-fifths of this committee will be 24 and the 
electoral unit will be 48,000 divided by 24—namely, 2,000. | 


The number of indirect’ representatives will be the 
balance left after deducting fr~m the total number of 
representatives the direct representatives and the repre. 
sentatives of deposit contributors. Each society working 
in an area but having an insufficient number of members 
to form an electoral unit is entitled to nominate two 
persons to serve as indirect representatives—one man and 
one woman—and when all the nominations have been 
received they will be invited to decide between them by a 
ballot conducted on the principle of the transferable vote. 
Two of the indirect representatives in each area must be 
women. 

Deposit contributors will have not less than one repre- 
sentative in every committee area. If in such an area an 
association of deposit contributors has been recognized by 
the Commissioners, then the appointment of a representa- 
tive will be left in its hands; in the. alternative the 
appointment will be made by the members of the existin 
committee appointed by the Commissioners, by the ioepl 
authority, and by the medical profession acting together. 
Stress is laid on the desirability of choosing a woman as 
representative, since, in the case of. deposit contributors, 
committees will have to administer maternity benefit. In 
any case, if there is more than one representative, one at 
least must be a woman. age 

Persons elected as representatives need not necessarily 
be resident in the area they are to represent, nor insured 
persons; and in the case of representatives of members 
of approved societies they need not be members of the 
society. But the Commissioners point out that it is not 
desirable that members should be appointed who live such 
a distance from an area as to make their regular attend- 
ance at committee meetings a matter of difficulty. _ 

Provision is made for completion of the elections by 
June 29th. The persons elected will serve for three 
years. = 

ScorLann, 

The Scottish Insurance Commission has issued a Hand- 
book to the Administration of Sickness and Maternity 
Benefits by Approved Societies in Scotland.! The hand- 
book contains a list of the members of the Insurance 
Commission, and of inspectors, with addresses, and the 
names of the clerks of Insurance Committees in Scotland. 
There is a short introduction dealing mainly with the 
general duties of the secretary of an approved society ; 
thereafter follows seven chapters dealing with t. 
membership register, the contribution ledger and cards, 
sickness and maternity benefit, and the method of dealin 
with claims, and with various difficulties and speci 
classes of members, and with financial matters. In the 
appendix a number of circulars, forms, etc., are given, 
together with a list of sanatoriums and other.institutions 
approved by the Local Government Board for Scotland 
down to March 20th, 1913. ' 


FRIENDLY SOCIETIES AND THE INSURANCE 
ACT. 


Tue administration of the Insurance Aci was the principal 
topic of discussion at various friendly society conferences 
held during the Whitsuntide holiday, when strong views 
on the working of the measure were expressed. 

The Manchester Unity of Oddfellows metat Scarborough, 
when the Grand Master of the Order, Mr. J. R. Bailey of 
Norwich, mentioned the huge increases of membership, 
especially on the female side, but remarked that the most 
encouraging feature was that the Order had 600,000 
members independent of the State. He wished that the 
State could have supplemented friendly society work 
instead of attempting to replace it; the tendency of legis- 
lation to discourage individual effort and create a sense of 
dependence on the community was to be deprecated. He 
regretted that the administration of medical benefit had 
been taken away fromthe friendly societies; “in order to 
appease the British Medical Association the House of 
Commons had deliberately sacrificed the friendly 
societies.” Friendly society workers should demand the 
restoration of the provision of medical service to the 
societies for their own members, and make it a test 
question at every election. 


1 Price 4d.. to be obtained from H.M. Stationery Office, Scottish 
Branch, 23, Forth Street, Edinburgh, or through any bookseller 
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Mr. Lister Stead, an Insurance Commissioner, address- 
ing a conference of secretaries of the Order of Rechabites 
at Bristol, commented on the fact that the number of 
deposit contributors had proved to be only about 3 per 
cent., and attributed this to the efficiency of the friendly 
societies. ‘There had been conferences between the ap- 
proved societies and the medical profession, and a point 
had been reached when a form of certificate or certificates 
could be recommended which would be satisfactory to the 
societies. In this matter the medical profession had dealt 
very fairly indeed with the Commission, and had shown 
no unwillingness to help the friendly societies. 

At this conference, Mr. S. A. Scarlett, of Norwich, the 
president of the Order, declared that medical men were 
unduly lenient in the matter of sickness certificates, and 
prescribed too readily “a holiday without medicine.” He 
complained, also, that the demands of the profession in 
respect of treatment of uninsured members were excessive, 
and said that in taking up its present attitude the profession 
was treading on dangerous ground. 

At Keighley, Mr. Milne, the Chief Shepherd of the Loyal 
Order of Ancient Shepherds, declared that deadly formali- 
ties had almost killed the working of the Act. He advo- 
cated combination of approved societies to press for 
amendments, and for complete severance of the voluntary 
and State sections. 

Mr. T. W. Mills (London), addressing the delegates of 
the Hearts of Oak Benefit Society in London on May 15th, 
said that the Insurance Act, with its multitudinous regu- 
lations, had placed an incubus on the voluntary work of 
the friendly societies, and had retarded rather than helped 
the principle of mutual co-operation. Nevertheless, there 
was so much that was good in the measure that friendly 
societies must assist the progress of the insurance scheme 
in every way possible. Mr. Mills made the suggestion 
that the treatment of tuberculosis should be quite separate 
from the insurance scheme, as it could only be dealt with 
effectively as a separate problem. 


INSURANCE ACT IN PARLIAMENT. 


Mepicat BENEFIT. 
Non-Insured Members of Friendly Societies. 

Mr. Goprrey Locker-Lampson asked whether, as a result 
of the National Insurance Act, the North Londor district 
of the Manchester Unity of Oddfellows had found it 
necessary, in order to continue medical benefit for members 
not falling under the Act, to form a special medical fund, 
the contributions to which were 8s. 8d. a year, orwlouble the 
amount charged to members for medical benefit prior to 
the passing of the National Insurance Act.—Mr. Master- 
man said that he did not possess information as to the 
arrangements which particular societies, or local branches 
of societies, made for the medical attendance of those of 
their members who were not insured under the Insurance 
Act. As he had often stated, he could not understand 
why the fact that doctors were receiving an additional 
grant in respect of insured members should make them 
demand not only the increase of about 50 per cent. (which 
societies were generally prepared to give), but an increase 
of 100 per cent. in the rates they had hitherto been 
receiving for those of their old patients who were not 
insured, and whose medical attendance was therefore a 
charge falling either upon the private funds of their 
societies at the expense of their other benefits or directly 
upon themselves. 


Responsibility of Assistants. 

Mr. Godfrey Locker-Lampson asked whether the 
assistants of doctors on the London Insurance Committee 
panel were responsible to any one but their medical 
employers; and whether all such assistants were them- 
selves on the panel.—Mr. Masterman replied: Under the 
regulations it is open to any duly qualified assistant to 
place his name on the panel, and if he joins the panel he 
is directly responsible to the Insurance Committee. If he 
does not join the panel he can only treat insured persons 
on behalf of his principal when the latter is precluded 
by urgency of other professional duties, absence from 
home, or other reasonable cause from giving personal 
attendance to the insured persons under his care; and in 
these exceptional cases his principal is responsible for him 
to the Insurance Committee, © = 


Certificates. 

In reply to Mr. John Ward, who called attention to a 
circular issued by the Chairman of the Newcastle-upon- 
Tyne Medical Committee, in which it was stated thai 
ls. would be charged for each certificate given to sick 
insured persons over and above one to be given free, 
Mr. Masterman said that the 1s. referred to certificates 
required for purposes other than for claiming sickness 
benefit under the Act, and that where the ls, had been 
charged for certificates necessary for obtaining sick benefit 
the money had been refunded to the insured persons. 


Inadequate Panels. 

Mr. Lane-Fox asked Mr. Masterman whether, in addi- 
tion to Selby, the towns of Huddersfield and Holmfirth 
were included in the “obscure villages” in which alone 
free choite of doctor under the National Insurance Act 
was not now enjoyed. In reply, Mr. Masterman said that 
the panel system was in operation in all three of the 
districts named. In Selby five out of eight doctors were 
on the panel, in Holmfirth three out of six, and in 
Huddersfield fifty-six out of sixty-eight; there was free 
choice of doctor from among all those who had accepted 
service under the Act. 


Contracting Out. 

In reply to Mr. George Terrell, Mr. Masterman said: 
I am informed by the Wiltshire Insurance Committee that 
between January 13th and the end of March they received 
applications from about 100 insured persons (mostly from 
the neighbourhoods of Colerne and Box) for permission to 
make their own arrangements for medical attendance and 
treatment. These applications were on identical printed 
forms, and gave no reasons and no indication of what 
arrangements the applicants proposed to make. The 
Committee were of opinion that there was an organized 
attempt to break down the panel system, and accordingly 
decided not to grant the applications. ~ 


Persons Making their Own Arrangements. i 
In reply to Mr. F. Hall, Mr. Masterman explained that 
persons one were allowed to make their own arrangements 
for receiving medical attendance and treatment would 
be required, as a part of it, to make their own arrange- 
ments for obtaining the necessary drugs and medicines, 
and that chemists on the-panel could not supply them as 
a part of the arrangement entered into for the supply of 
drugs to patients being attended by medical men on the 

ordinary lists. 


Scottish Clerks’ Association. ' 
In reply to Sir J. D. Rees and Mr. Watt, Mr. Masterman 
said that he did not think any promises were made to this 
association which had not been fulfilled, and in his written 
reply he said: 
So far as Iam aware there is nothing to prevent the associa- 
tion from working a scheme for additional medical benefit on 
the private side with free choice of their members for ordinary 
attendance among panel doctors or (where the Local Insurance 
Committee apne it) amongst non-panel doctors also, of whom 
in Scotland in most districts there are very few. The Commis- 
sioners are advised that the special medical scheme of the 
association could not legally be ee roved as a system or institu- 
tion under Section 15 (4) of the National Insurance Act. 


Post Orricn Deposrrors. 
. On May 8th, in reply to Mr. Booth, Mr. Masterman 
stated that there were 489,757 Post Office depositors and 
13,109,520 members of approved societies which were 
distributed as in the accompanying table : 


Approved societies formed by friendly societies 6,275,258 
Approved societies formed by industrial insur- “5 


ance companies (including a society formed he 
by an amalgamation of industrial companies 
and collecting societies) 4,469,873 
Approved societies formed by trade unions... 1,468,968 
societies formed by collecting societies 823,496 
Other approved societies 71,925 
13,109,520 


Sate or InsuRANCE STAMPS. 
In reply to Mr. Hicks Beach, Mr. Masterman said that 
the total amount received by the sale of insurance and 
unemployment stamps issued to the public through the 
Post Office or otherwise for the period from July 15th, 
1912, to March 3lst, 1913, had been £13,130, and 
£1,232,920 respectively. 
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STATE SICKNESS INSURANCE’ COMMITTEE. 
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‘THE INSURANCE SCHEME. 


STATE SICKNESS INSURANCE COMMITTEE. 


A meetine of the State Sickness Insurance Committee 
appointed by the Special Representative Meeting in 
November, 1912, was held at the house of the Association, 
429, Strand, W.C., on Thursday, May 8th. Dr. J. A. 
Macponatp (Chairman) was in the chair, and the members 
present were:—England and Wales: Dr. R. M. Beaton 
(London), Mr. C. E. S. Flemming (Bradford-on-Avon), Dr. 
E. R. Fothergill (Brighton), Dr. Herbert Jones (Hereford), 
Dr. Constance E. Long (London), Dr. D. G. Thomson 
(Norwich), Mr. D. F. Todd (Sunderland), Mr. E. B. Turner 
(London). Scotland: Dr. John Adams (Glasgow), Dr. R. 
McKenzie Johnston (Edinburgh). 


APPOINTMENT TO VACANCY. 

It was reported that the Chairman of Representative 
Meetings, after consulting the wishes of the Representa- 
tives of the grouped Divisions, had appointed Mr. C. E. 8S. 
Flemming, of Bradford-on-Avon, to fill the vacancy caused 
by the resignation of Dr. T. M. Carter, 


INSURANCE ADVISORY COMMITTEE. 

The CHAIRMAN made a report as to communications 
which had passed with the Insurance Commissioners in 
regard to the appointment of an official of the Association 
to be a member of the Joint and English Advisory Com- 
mittees, and it was resolved to nominate Dr. Alfred Cox, 
Medical Secretary. 


CERTIFICATE FOR SICKNESS BENEFIT IN MATERNITY 

‘ CasEs ATTENDED BY MIDWIVES. 

The Committee, having considered a reference from 
the Council, resolved to inform the Insurance Commis- 
sioners that it had, after careful consideration, come to 
the opinion that it was outside the duty of insurance 
service practitioncrs under the terms of their agreement 
to visit maternity cases under the care of midwives for 
the purpose of giving certificates for sickness benefit. 


DELIMITATION OF DivisION AND INSURANCE AREAS. 

A mirute of the Organization Committee referred to the 
State Sickness Insurance Committee by the Council with 
regard to making the boundaries of insurance areas 
coincide with areas recognized by. the Association was 
considered. The State Sickness Insurance Committee 
found itself in agreement with the recommendations of 
the Organization Committee, and hoped that the latter 
would take all necessary action in the matter as early as 
possible. The Organization Committee, after considerin 
a letter received from Dr. A. H. Williams of Harrow, h 
arrived at the following conclusion :— 


It is advisable : 

That the boundaries of the Branches should be so 
arranged that each insurance area should fall wholly 
within the territory of a single Branch—that is, that there 
should be no insurance area (county or county borough) 
lying K pai within one Branch and partly in another 

ranch. 

That the boundaries of Divisions should be so arranged 
that each insurance district should fall wholly within the 
territory of a single Division, or that'a Division should 
include two or more complete insurance areas. 


The State Sickness Insurance Committee considered 
Memorandums 159! and 161? issued by the Insurance 
Commissioners concerning the provision of medical benefit 
to temporary residents. The Committee disagreed with 
the principle involved in the proposal contained in the 
memorandums to the effect that the fund from which 
practitioners were to be paid for medical attendance 
upon temporary residents should be formed by deduction 
from the-money due to the practitioners on whose list 
po were when at home. With a view to removing the 
ifficulties connected with the provision of medical attend- 
ance and treatment of insured persons temporarily absent 
from their homes, the Committee expressed the following 
opinion: 


1 SUPPLEMENT to the BRITISH MEDICAL JOURNAL, April 19th, p. 334. 
8 SUPPLEMENT to the BRITISH MEDICAL JOURNAL, May 10th, p. 435. -- 


(i) That concerning that class of insured persons 
temporarily changing their residence for holiday or 
health purposer, the Regulations should be so amended 
as to provide that ‘‘medical benefit’’ shall not be 
understood to include medical attendance and treat- 
ment on such class while so temporarily resident. 

(ii) That insured persons temporarily resident by 
reason of the nature of their occupations should be 
‘‘ required to make their own arrangements.”’ 


It was resolved to communicate the above expression of 
opinion to the Commissioners and to urge that the Act 
shall be so amended as to allow the formation of a speciat 
fund, entirely apart from any moneys already allocated 
for medical benefit, to provide for the medical attendance 
and treatment of insured persons temporarily resident on 
account of ill health. It was further resolved to notify 
the Divisions, Branches, and Local Medical Committees 
of the foregoing decision, and to suggest that they should 
urge all practitioners in their area : 

(a) Not to agree to any deduction of the moneys due to them 
under the Act for the purposes of the scheme outlined in 
Memorandum 161; and 

(0) To treat the above-mentioned classes of insured persons 
only as private patients until such time as suitable arrange- 
ments are provided by the Commissioners. 


Co-ORDINATION OF LocaL MEpiIcaL CoMMITTEES. 

The Cuarrman reported that, in view of the necessity 
for immediate action, he had authorized the issue of a 
circular to the honorary secretaries of Divisions and of 
Local Medical Committees ; 


(i) Stating that a national scheme for the co-ordina- 
tion of all Local Medical Committees and for the pay- 
ment of their expenses is at present under the 
consideration of the Association. ’ 

(ii) That such scheme, though under the aegis of 
the Association, is intended to appeal to all members 
of the profession, whether members of the Association 
or not. 

(iii) That the Association, being informed that many 
Local Medical Committees are considering local 
schemes of organization, would urge that.no steps be 
taken with regard to such schemes pending the issue 
of the scheme of the Association ; and 

(iv) Suggesting that for the present a small local levy 
be made to cover the expenses of the Committee to the. 
end of the present year. 


The action of the Chairman in causing the circular te 
be issued was approved. 


PayMENT OF CHEMISTS FOR CoPIES OF PRESCRIPTIONS. 

In the report of the meeting of this Committee on 
April 10th (SupPLeMeENt, April 19th, p. 340), it was reported 
that the Committee had instructed the Medical Secretary 
to send a communication to the Commissioners expressing ~ 
the opinion that the imposition of a charge of ld., to be 
paid to the chemist for copying a prescription where a. 
duplicate was nct supplied by the doctor, was unnecessary, 
and would be an unjustifiable deduction from the moneys 
due to medical practitioners. The Committee was now 
informed that a reply had been received, dated April 25th, 
from the Insurance Commissioners containing the following 
paragraphs : 

Any modification in the existing terms of the chemists’ con- 
tract is primarily a matter for local negotiation between the 
Insurance Committee, the Local Medical Committee, and the 
Pharmaceutical Committee. Proposed alterations in existing 
drug tariffs must, however, be submitted by the Insurance 
Committee to the Commissioners for their approval, and before 
approving any material alteration, such as the insertion of a 
fee for the copying of prescriptions, the Commissioners would 
require the Insurance Committee to consult the Local Medical 
Committee and submit to the Commissioners details of the 
Feoposett: stating the views of the Local Medical Committee 

ereon. 

In considering any such proposal the Commissioners will give 
due weight to any representations that may be made on behalf 
of the practitioners in the particular area concerned. 


_ "TRANSFER OF PaTIENTs. 

It was noted in the report of the meeting of the Com- 
mittee on April 17th, published in the SuppLeMeEntT of. 
April 26th, p. 349, that a letter had been addressed to the, 
Insurance Commissioners and the London Insurance 
Committee pointing out that the request on the form of 
application issued by the London Insurance Committee 
for transfer of an insured person from one practitioner to 
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another, which required a statement by the insured of his 
reasons for changing, was not in accord with the regula- 
tions for medical benefit made under the Insurance Act. It 
was now reported that a reply had been received from the 
Clerk to the London Insurance Committee to the following 
effyct: 
_. . the intention of including in the form a space for a state- 
ment by the insured person as to his reasons for desiring to 
change @ doctor is in order that both medical practitioners con- 
cerned in the transfer may be thus satisfied as to the reason- 
ableness of the insured person’s application. It was in no.way 
intended to convey that the consent of the Committee would be 
necessary to the transfer, as it is clear under the Regulations 
and as pointed out in your letter that any transfer may be 
effected with the consent of the three parties concerned— 
namely, that of the two medical practitioners and of the 
insured person. The Committee have no desire to place an 
obstacles in the way of a person changing his or her doctor, an 
the form was really framed for the purpose of facilitating such 
transactions, and for the convenience of the practitioners. So 
far as the Committee are concerned, it would save trouble if 
the form were withdrawn altogether, but in that case I am 
afraid that it would give the doctors considerable additional 
trouble, as a form of some kind is required by the Regulations 
to be sent in by the doctor to whom the insured person is 
transferred. 


The Committee considered and approved the reply the 
Medical Secretary had made to this communication, and 
instructed him toinform the London Insurance Committee 
to this effect, and to add that the Committee, while fully 
appreciating the reasons of the London Insurance Com- 
mittee for inserting the request for the statement in 
question, was of opinion that the interests of everybody 
concerned would be better served if such statement were 
deleted from the form, especially in view of the fact that 
the Commissioners themselves hed now issued a form 
(Med. 23) in which no such statement was required. . 


STATEMENT OF NaTuRE OF DISEASE UPON CERTIFICATE. 

The Committee had before it an opinion of the Solicitor 
with regard to the legal aspect of the question of stating 
upon a medical certificate the nature of the disease from 
which the patient was suffering. The CHarrman stated 
that at a meeting of the English Advisory Committee held 
the previous week a form of certificate to get over the 
difficulty had been considered and settled, .and would, it 
was understood, be issued at an early date. The Com- 
missioners had, however, expressed the opinion that both 
under the English and Scottish law practitioners would 
not be liable in respect of giving any certificate demanded 
from them under an Act of Parliament. 


DIsPENSING IN RurAt AREAS. 

A letter was read from Dr. James Pearse, honorary 
secretary of the Wiltshire County Union of Medical 
Practitioners, pointing out the importance, particularly as 
regards dispensing, of the question of the definition of 
“rural-areas.” The Committee resolved to endeavour to 
secure the right of dispensing by practitioners in all cases 
where the patient was more than a mile from a chemist. 


PuBLICATION OF Parp To INsuRANCE SERVICE 
PRACTITIONERS. 

In conmegnnare of representations received the Com- 
mittee resolved to ask the Insurance Commissioners to 
require that Insurance Committees should not supply to 
the lay press details of the amount paid to the insurance 
service practitioners. At the same time it was recognized 
that the members of an Insurance Committee were entitled 
to receive the information in the minutes of the Com- 


mittee. 
oF CLERICAL Work. 

Dr. E. O. Price (Bangor), who was unable to attend the 
meeting, transmitted a letter he had received from the 
Welsh Insurance Commission stating that no objection 
would be raised to medical practitioners stamping their 
names on record cards with rubber stamps instead of 
writing them. 

CoMPENSATION CASES. 

Three applications for compensation were considered. 
In one case it was resolved to seek further information, 
but to-authorize the Chairman to make an emergency 
grant if necessary. In another the Chairman was given 


discretion to make a loun of £200 without interest, and in 
the third, the applicant was informed that the Committee 
was prepared to assist him, but desired further details as 


to the form which such assistance might best take. A. 
letter of thanks from a recipient of compensation in 
another case was read. 


TREATMENT OF TUBERCULOSIS IN VoLuUNTARY HospITaLs. 

A communication was received from the Medico- Political 
and Hospitals Joint Committee as to the payment of 
staffs of voluntary hospitals in respect of treatment of 
cases of tuberculosis. ‘The State Sickness Insurance 
Committee agreed with the suggestion that the Repre- 
sentative Body should be invited to reaffirm Minute 194 
of the Annual Representative Meeting, 1912, as follows: 

That no tuberculosis dispensary should be opened or beds be 
ponies for treatment of those in receipt of sanatorium 

nefit at a voluntary hospital or infirmary, except on the 
condition that the organization is entirely independent of 
that of the voluntary hospital or infirmary, the accounts of 
the departments being kept separate, and that the services 
of all medical practitioners are paid for. 

The State Sickness Insurance Committee also concurred 
with the suggestion that the Representative Body should 
be recommended to adopt the following resolution : 

That any arrangements whereby the staffs of hospitals and 
other consultants arranged to give consulting service at 
the homes of insured persons on the introduction of the 
medical attendant, for an agreed honorarium, would be 
a highly objectionable extension of contract practice. 


ScHEMEs: FOR TREATMENT OF UNINSURED Persons. 

The Cuarrman reported that since the last meeting ae 
had approved the scale of fees for treatment of uninsured 
persons submitted for approval by the Torquay Division. 
In another case the Committee resolved to advise the 
Division to reject the proposal of a friendly society's 
council to pay 3s. per annum for juvenile members. 
Another case submitted raised a matter of principle, since 
it appeared that approval of the system proposed locally 
would involve the Association in approving the principle 
of the further extension of contract medical practice to 
dependants of insured persons. The State Sickness In- 
surance Committee took note of the fact that though the 
subject had twice been before the Representative Body 
it had not been fully considered, and therefore recom- 
mended the Council to advise the Representative Body 
that it should, in view of the importance of the matter, 
give it careful consideration. 


Tue Position 1n SoutH WALEs. 

The Mepicat Secretary made a report upon 
position in South Wales, and as to the interview which, 
in company with the representatives of the South Wales 
and Monmouthshire Branch and the South Wales Colliery 
and Works Surgeons’ Association, he had had with the 
Welsh Commissioners at Cardiff on April 29th (see 
SuppLeMeENT, May 3rd, p. 399). 


Statistics. 


HEALTH OF ENGLISH TOWNS. 

In ninety-six of the largest English towns 8,700 births and 4,866 deaths 
were registered during the week ending Saturday, May 3rd. e 
annual rate of mortality in these towns, which had been 15.2, 15.8, and 
14.8 per 1,000 in the three preceding weeks, further fell to 14.2 per 1,000 
in the week under notice. In London the death-rate was also equal to 
14.2, against 14.9, 16.4, and 14.8 per 1,000 in the three preceding weeks. 
Among the ninety-five other large towns the death-rate ranged from 
4.2 in Acton, 4.3 in Devonport, 5.5 in Cambridge, 6.2 in Lincoln, 6.3 in 
Bournemouth, 6.8 in Edmonton, and 76 in Leyton to 20.9 in Stoke-on- 
Trent, 21.6 in Sunderland, 22.8 in Aberdare, 23.0 in Burnley, 24.8 in 
Gloucester, and 27.9 in Stockton-on-Tees. Measles caused a death-rate 
of 1.6 in St. Helens and in Salford, 1.8 in Newport (Mon.), 2.3in West 
Bromwich, and 3.9 in Walsall, and whooping-cough of 1.2 in Leyton, 
1.4in Bootle, 2.0 in Dudley and in Stockton-on-Tees, 2.2 in Stoke-on- 
Trent, and 2.7 in Brighton. The mortality from the remaining infec- 
tive diseases showed no marked excess in any of the large towns, and 
no fatal case of small-pox was registered during the week. The 
causes of 40, or 0.8 per cent., of the total deaths were not certified 
either by a registered medical practitioner or by a coroner after 
inquest, and included 10in Birmingham, 7 in Liverpool, 4 in Stoke-on- 
Trent, 4 in Preston, and 2 in Warrington. The number of scarlet 
fever patients under treatment in the Metropolitan Asylums Hospitals 
at the end of the Di weeks, n ,975 on y, 
May 3rd; 216 new cases were admitted during the week, against 148, 
215, and 185 in the three preceding weeks. 


HEALTH OF SCOTTISH TOWNS. 
In the sixteen largest Scottish towns 1,259 births and 746 deaths were 
registered during the week ending Saturday, May 3rd. The annual 
rate of mortality in these towns, which had been 17.2, 17.7, and 17.3 
per 1,000 in the. three preceding weeks, further fell to 17.2 in the week 
under notice, but was 3.0 per 1,000 above the rate recorded in the 
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ninety six lange English towns, Among the several owns, the dest / 
‘rates ran; m 7. yr, 11.5 in Motherwell, a 
.3 in Paisley, 19.1 in Glasgow, and 20.3in Hamilton. The mortality 5 atid App 
from the principal infective averaged 2.4 per 1,000, and was ACANCILS ominrents. ‘ 


ighest in Falkirk and Aberdeen. The 373 deaths from all causes 
registered in Glasgow included 24 from whooping-cough, 16 from 
lmeasles, 6 from infantile diarrhoeal diseases, 5 from scarlet fever, 
5 from diphtheria, and 1 from enteric fever. Five deaths from 
elt trom were recorded in Edinburgh, 4 in Paisley, and 3in 


Leith; 10 from measles in Aberdeen, 2 in Edinburgh, and 2 in Dundee; 
d 2 from scarlet fever in Aberdeen. 


' HEALTH OF IRISH TOWNS. 
DurRinG the week ending Saturday, May 3rd, 725 births and 425 deaths 
were registered in the twenty-seven principal urban distrcits of 
Ireland, as against 673 births and 491 deaths in the preceding period. 
These deaths represent a mortality of 18.5 per 1,000 of the aggregate 
population in the districts in question, as against 21.3 per 1,000 in the 
previous period. The mortality in these Irish areas was, therefore, 
4.3 per 1,000 higher than the corresponding rate in the ninety-six English 
‘towns during the week ending on the same date. The birth-rate, on 
the other hand, was equal to 31.5 per 1,000 of population. As for mor- 
tality in individual localities, that in the Dublin registration area was 
16.8 as against an average of 23.1 for the previous four weeks, in Dublin 
icity 166 (as against 24.6), in Belfast 18.7 (as against 18.9), in Cork 26.5 
(as against 24.3),in Londonderry 16.5 (as against 15.3), in Limerick 14.6 
(as against 20.0),and in Waterford 17.1 (as against 16.6). The zymotic 
death-rate was 0.9, as against 1.2 in the previous week. : 


Aabal and Military Appointments. 


ARMY MEDICAL SERVICE. 
Royat ARMY MEDICAL CoRPs. 
James J. C. DONNET retires on retired pay, 
7th. 
| Lieutenant-Colonel J. DonaLpson has been appointed to the 
,;command of the Station Hospital, Jubbulpore. 
\ Major MasTER has been appointed for duty at Windsor. 
Captain N. E. DUNKERTON has been appointed Adjutant of the 
——— Division R.A.M.C. School of Instruction, vice Major T. E. 
\ fielding. 


SPECIAL RESERVE OF OFFICERS. » 

Royat ARMY MEDICAL Corps. 

TuE following have been appointed Lieutenants on probation: 
Cadet Corporal SyDNEY F. M. Crsant, from the Edinburgh University 
Contingent, Officers’ Training Corps, April 8th; James RAFTER, M.B., 
April 9th; Cadet Colour-Sergeant Francis G. FosTtEer, from the 
Edinburgh University Contingent, Officers’ Training Corps, April 12th; 
Cadet Corporal WALTER E. Exuiort, M.B., from the Glasgow Uni- 
versity Contingent, Officers’ Training Corps, April 12th ; Cadet Corporal 
RoBERT G. MCELNEY, from the Belfast University Contingent, Officers’ 
Training Corps, April 15th. FRancis O. L. More, M.B., April 22nd, 


INDIAN MEDICAL SERVICE. 
SURGEON-GENERAL AYLMER MartTIN Crorts, C.I1E., officiating 
Director-General, Indian Medical Service, has been appointed Addi- 
tional Member of the Legislative Council of the Governor-General of 
India, vice the Honourable Surgeon-General Sir Pardey Lukis, K.C.S.I. 


resigned. 
Colonel G. F. A. Harris, C.8.I., V.H.S., has been granted combined 
leave for seven and a half months, with effect from April 10th, 1913. 
Lieutenant-Colonel W. R. EDWARDS, C.M.G., has been appointed to 
officiate as Inspector-General of Civil Hospitals, Bengal, during the 
absence on leave of Colonel G. F. A. Harris. 
Officiates as Residency 


Lieutenant-Colonel V. G. DRAKE-BROCKMAN 
Surgeon, Mewar. ' 

Major R. McCarrison has been placed on special duty, under the 
order of the Director-General, Indian Medical Service, for the study of 
Endemic Goitre and Cretinism in India. 

Major A. A. GrBBs has been granted combined leave for eight 
months, with effect from April 14th, 1913. 

' Major W. R. BatryE has been granted combined leave for seven 
months, with effect from March 3lst, 1913. 

Major H. M. MACKENZIE has been granted combined leave for one 
year and seven months, with effect from April 1st, 1913. 

Major J. M. WoouiEy has been granted combined leave for eight 
months, with effect from March 30th, 1913. 

Major J. HusBaAND has been posted.as Civil Surgeon, Dera Ismail 


n. 

The services of Captain BAKET have been replaced at the disposal of 
the military authorities. 

The services of Captain M. R. C. MacWarTERs and C. H. REINHOLD, 
I.M.8., have been placed at the disposal of the United Provinces 
Government for officiating civil employment. 

The services of Captain H. M. Brown have been placed temporarily 
at the disposal of the Government of Bihar and Orissa for employ- 
ment in the Sanitary Department. 

The services of the undermentioned officers have been placed per- 
manently at the disposal of the Government of Madras: Captain 
L. Captain D. 8. A. O'KEEFFE, Captain A. C. INGRAM. 

The services of Captain A. M. JUKEs have been placed permanently 
at the disposal of the Government of Bengal for employment in the 

itary Department. 
Captain R. 8. KENNEDY and Lieutenant J. V. MACDONALD have been 
appointed temporarily for duty on the North-East Frontier as Medical 
Officers with the Military Police. 

Captain C. F. Marr has been appointed to officiate as Medical Store 
Keeper to Government, Lahore Cantonment, during the absence on 
leave of Major A. A, Gibbs. 

Captain A. C. Munro, I.M.S8., is appointed to the substantive medical 
charge of the 128th Pioneers. 

Captain W. E. MEARNS, I.M.S., is appointed to the substantive 
medical charge of thie 69th Punjabis. 

, Captain J. H. Murray has bsen appointed to act as Senior Medical 
ones Port Blair, during the absence on leave of Major J. M. 
‘Woolley. 

| Captain H. P. Coox has been posted as Civil Surgeon, Wana. 
Lieutenant J. F. H. Moraan has been permitted to resign the service, 


with effect from March 10th, 1915, _ 


VACANCIES. 


WARNING NOTICE.—Attention is called to a Notice (see Index 
to Advertisements—Warning Notice) appearing inour advertise. 
ment columns, giving particulars of vacancies as to which 
inquiries should be made before application. 


ABERYSTWITH INFIRMARY AND CARDIGANSHIRE GENERAT, 
HOSPITAL.—House-Surgeon and Secretary. lary, £150 per 
annum, 

ALNWICK INFIRMARY.—House-Surgeon. Salary, £140 per annum. 

ASHFORD -URBAN DISTRICT COUNCIL.—Medical Officer of 
Health. Salary, £80 per annum. 

BELFAST: HOSPITAL FOR DISEASES OF THE NERVOUS 
SYSTEM; PARALYSIS, AND EPILEPSY.—Honorary Physician. 

BIRKENHEAD BOROUGH HOSPITAL. — Junior House-Surgeon 
(male). Salary, £80 per annum. = 

BIRKENHEAD UNION.—Senior Male Resident Assistant Medical 
Officer. ry, £130 per annum. 

BIRKENHEAD AND WIRRAL CHILDREN’S HOSPITAL.—House- 
Surgeon. Honorarium, £100 per annum. 

BIRMINGHAM CITY.—Assistant Medical Officer of Health. Salary, 

per annum. 

BIRMINGHAM EDUCATION COMMITTEE.—(l) Assistant School 
Medical Officer. Salary, £260 per annum, rising to £310. (2) Aural 
Surgeon. Salary, £100 per annum. (3) Anaesthetist. Salary, £1 1s. 
per half-day; minimum £40. 

BIRMINGHAM AND MIDLAND EYE HOSPITAL.—Third House- 
Surgeon. , £75 per annum. 

BIRMINGHAM: QUEEN’S HOSPITAL.— Two House-Surgeons, 
Salary at the rate of £50 per annum each. 

BIRMINGHAM: RUBERY HILL ASYLUM.—Junior Assistant 
Medical Officer (male). Salary, £200 per annum. 

BIRMINGHAM UNION.—Assis tant Medical Officer to the Dudley 
Road Infirmary. Salary, £125 per annum. 

BOLINGBROKE HOSPITAL, Wandsworth Common, S8.W.— 
Gynaecologist. 

BRENTFORD UNION.—Medical Superintendent of the Infirmary 
and Medical Officer of Workhouse and Schools. Salary, £400 per 
and ce fees. 

BRIDGWATER HOSPITAL.—House-Surgeon. Salary at the rate of 
£100 per annum. 

BRIGHTON: ROYAL SUSSEX COUNTY HOSPITAL. — House- 
Physician (male). Salary, £100 per annum. ; 

BRISTOL: COSSHAM MEMORIAL HOSPITAL, Kingswood.— 
House-Surgeon (male). Salary, £100 per annum. 

BRISTOL ROYAL INFIRMARY.—Obstetric and Ophthalmic House- 
Surgeon. Salary at the rate of £75 per annum. ; : 

BUXTON: DEVONSHIRE HOSPITAL.—Assistant House-Physician. 
Salary at the rate of £100 per annum. 

CAMBERWELL: PARISH OF ST. GILES.—Second and Third 
Assistant Medical Officers of the Infirmary. Salary, £150 and 
£140 per annum respectively. ; 

CANTERBURY: BOROUGH ASYLUM.—Assistant Medical Officer 
(male). Salary, £160 per annum. 

CANTERBURY: KENT AND CANTERBURY HOSPITAL.—Resident 
Medical Officer. Salary, £90 per annum. 

CARDIFF: KING EDWARD VII WELSH NATIONAL MEMORIAL 
ASSOCIATION.—Medical Officer to the Tuberculosis Hospital. 
Salary, £200 per annum. - ; 

CARMARTHENSHIRE INFIRMARY. — Resident Medical Officer. 
Salary, £100 per annum. 

GENERAL HOSPITAL.—House-Physician. Salary, 


100 per annum. 

CHESTERFIELD AND NORTH DERBYSHIRE HOSPITAL. — 
(1) Senior House-Surgeon. » £120 per annum. (2) House-. 
Physician. Salary, £90 per annum. ; 

CHICHESTER: WEST SUSSEX COUNTY ASYLUM.—Locumtenent 
Medical Officer. Salary, 4 guineas a week. ; 


COVENTRY AND WARWICKSHIRE HOSPITAL.—Junior House- 
eon 


Surgeon. Salary, £90 per annum, rising to £100, | 
DENBIGH: DENBIGHSHIRE INFIRMARY. — House-Surgeon. 
Salary, £100 per annum. oe 


DEVON COUNTY ASYLUM, Exminster.—Third and Fourth Assist- 

ant Medical Officers. Salary, £200 per annum, rising to £250 and 
respectively, with further increase on promotion to £350.- 

DEVONPORT: ROYAL ALBERT HOSPITAL.—(l) House-Surgeon; 
salary, £50 for first six months, £75 for second, and £150 during 
second year of service. (2) Assistant House-Surgeon; salary at 

’ the rate of £75 per annum. . 

EAST LONDON HOSPITAL FOR CHILDREN, Shadwell, E.— 
Clinical Assistant. 

ECCLES AND PATRICROFT HOSPITAL.—House-Surgeon. Salary, 
£70 per annum. 

EDINBURGH HOSPITAL FOR WOMEN AND CHILDREN.— 
Medical Woman to act as Resident. : 

EDINBURGH: THE HOSPICE.—Medical Woman to act as Resident, 
Honorarium, £25 per annum. 

EVELINA HOSPITAL FOR SICK CHILDREN, Southwark, 8.E.— 
House-Surgeon. Salary at the rate of £75 per annum. 

EXETER: ROYAL DEVON AND EXETER HOSPITAL.—Assistant 
House-Surgeon. Salary at the rate of £80 per annum. 

GREAT NORTHERN. CENTRAL HOSPITAL, Holloway Road, N.— 
Honorary Medical Officer in charge of Electrical Department. © 

GROCERS’ COMPANY.—Two Scholarships, each of £300 a year. 

GUY'S HOSPITAL DENTAL SCHOOL.—Dental Travelling Scholar- 
ship. Value, £100. 

HALIFAX: ROYAL HALIFAX INFIRMARY.—Third House-Surgeon 
(male). Salary, £80 per annum. ‘tS 
HERTS COUNTY ASYLUM, St. Albans. —Locumtenent Assistant 

Medical Officer. Salary, 4 guineas a week, 
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KENT EDUCATION COMMITTEE.—Medical Inspector of School 
Children. Salary, per annum, 
ER: COUNTY ASYLUM. — Assis nt cer. 
pe £150 per annum, increasing to £250. 
LEEDS: GENERAL INFIRMARY.—(Q) Surgeon. (2) 
Assistant Honorary Surgeon. 
INCOLN MENTAL HOSPITAL.—Assistant Medical Officer. Salary, 
£150 per annum. 
LIVERPOOL: PARKHILL SANATORIUM. — Assistant Resident 
Medical Officer. Salary, £150 per annum, increasing to £200. 


LONDON, HOSPITAL, 


LONDON SCHOOL OF MEDICINE FOR WOMEN.—Dr. Edith 
Pechey Phipson Post-Graduate Scholarship. Value, £40 per 
annum. 

LONDON UNIVERSITY.—(1) Graham Scholarship in Pathology; 
£200 per annum for two years. (2) University Studentship in 
Physiolegy, value £50. 

LOUGHBOROUGH AND DISTRICT GENERAL HOSPITAL AND 
DISPENSARY.—Male Resident House-Surgeon. Salary, £120 per 


E. — Two House-Surgeons in the Dental 


annum. 
MANCHESTE NORTHERN HOSPITAL FOR WOMEN AND 
CHILDRE House-Surgeon (male). Salary, £100 per 


annum. 

MANCHESTER TOWNSHIP.—Junior Resident Medical Officer of 
the Workhouse. Salary, £110 per annum. 

MIDDLESEX COUNTY ASYLUM, Napsbury —Junior Assistant 
Medical Officer. Salary, £200 per annum. 

NEW HOSPITAL FOR WOMEN, Euston Road, N.W.—(1) House- 
Physician. (2) Two House-Surgeons. (3) Obstetric Assistant. 
(4) Assistant Pathologist. 

NEWCASTLE-UPON-TYNE DISPENSARY.—Vacaucies on Visiting 
Medical Staff. Salary, £200 per annum. 

NOTTINGHAM GENERAL DISPENSARY. — Assistant Resident 
Surgeon (male) for Branch. Salary, £180 per annum. 
NOTTINGHAM GENERAL HOSPITAL.—Locumtenent. 

£3 3s. per week. 

PAISLEY: ROYAL ALEXANDRA INFIRMARY.—Junior Resident 
House-Surgeon. Salary, £80 per annum. 

PORTSMOUTH PARISH.—First and Second Assistant Resident 
Medical Officers of the Workhouse, etc. Salary, £150 and £130 per 
annum, increasing to £160 and £140 respectively. 

PRINCE OF WALES’S GENERAL HOSPITAL, Tottenham, N.— 
(1) Honorary Physician or Surgeon to the X-Ray and Electric 
Department. (2) Clinical Assistants. 

READING: ROYAL BERKSHIRE HOSPITAL.—Second House- 
Surgeon. Salary, £80 per annum. 

REDHILL: EARLSWOOD ASYLUM.—Junior Assistant Medical 
Officer. Salary, £150 perannum. . 

ROTHERHAM HOSPITAL AND DISPENSARY.—Assistant ‘Bouse. 
Surgeon (male). Salary, £100 per annum. 

ROYAL EAR HOSPITAL, Soho, W.—House-Surgeon (non-resident). 
Honorarium, £40 per annum. 

ROYAL NATIONAL MISSION TO DEEP SEA FISHERMEN.— 
— Man for service on Hospital ships. Salary, 4 guineas 
a week.. 

ST. PAUL’S HOSPITAL FOR SKIN AND GENITO-URINARY 
DISEASES, Red Lion Square, W.C.—(1) Honorary Assistant 
Surgeon. (2) Clinical Assistant. 

ST. PETER’S HOSPITAL FOR STONE, Erc., Henrietta Street, 
W.C.—Junior House-Surgeon. § at the rate oi £75 per 
annum. 

SALISBURY INFIRMARY.—Assistant House-Surgeon. Salary, £50 
per annum. 

SEAMEN’S HOSPITAL SOCIETY, Greenwich.—Assistant Surgeon 
. at the Dreadnought Hospital. 

SHEFFIELD: EAST END BRANCH OF CHILDREN’ 8 HOSPITAL. — 
House-Surgeon. . £75 per annum. 

SHEFFIELD ROYAL HOSPITAL. — Assistant House-Physician. 
Salary, £80 per annum. 

SOUTHAMPTON: FREE EYE HOSPITAL.—House-Surgeon. Salary, 
£100 per annum. 

SOUTHAMPTON: ROYAL SOUTH HANTS AND SOUTHAMPTON 

HOSPITAL.—Junior House-Surgeon. Salary at the rate of £80 
per annum. 

SOUTHPORT INFIRMARY.—Junior House and Visiting §' 
(male). Salary, £80 per annum. beeen 

SOUTH SHIELDS: INGHAM INFIRMARY AND SOUTH SHIELDS 
AND WESTOE DISPENSARY.—Junior House-Surgeon (male). 
Salary, £90 per annum. 

STOKE-ON-TRENT: INFECTIOUS DISEASES HOSPITAL, Buck- 
nall.—Resident (Lady) Assistant Medical Officer. Salary, £1€0 
per annum. 

STOKE-ON-TRENT: NORTH STAFFORDSHIRE INFIRMAR 
Hartshill._House-Surgeon. Salary, £100 per annum. 

MONKWEARMOUTH AND SOUTHWI 

PITAL.—House-Surgeon. Salary, £100 per annum. 

SWANSEA GENERAL AND EYE HOSPITAL. — House-Surg 
Salary, £75 per annum. ante 

TAUNTON: SOMERSET AND BATH ASYLUM, Cotford. 

Medical Officer. Salary, £180 per annum, rising to £200 

THREE COUNTIES ASYLUM, near Hitchin a tad Assis’ 
Medical Officer. Salary, £150 per annum, rising to £200. _ 

TRURO: ROYAL CORNWALL INFIRMARY. — House-Surgecn. 

Salary, £100 per annum. 

VENTNOR: ROYAL NATIONAL HOSPITAL FOR CONSUMPTI 
AND a OF THE CHEST.—Locumtenent. Salary, TION 
per wee 

WAKEFIELD GENERAL HOSPITAL. — Second House-Surgeon 
(male). Salary, £100 per annum. 


Salary, 


WARRINGTON COUNTY BOROUGH.—Assistant Medical 
Health. Salary, £250 per annum. ane 


i ae HOSPITAL, Hammersmith Road, W.—House- 
WESTMINSTER HOSPITAL, 8.W.—Resident Obstetric Assistant, 


WILLESDEN: PASSMORE HOSPITAL. — Three 
Members ot Honorary Medical 

WOLVERHAMPTON AND GENERAL HOS-_ 
PITAL.—Resident Medical Officer. Salary, £100 per annum. 

WORCESTER GENERAL INFIRMARY.—House-Physician. Salary, 
£100 perannum. . 

MEDICAL REFEREE.—An additional Medical Referee under the 
Workmen’s Compensation Act, 1906, for County Court Circuit 
No. 24, to be attached more particularly to the Cardiff and Barry 
County Courts. 

CERTIFYING FACTORY SURGEON.—The Chief Inspector of 
Factories announces the following vacant appointments: Fish- 
guard (Pembrokeshire), Muirkirk (Ayrshire). 

This list of vacancies is compiled from our advertisement columns, 
where full particulars will be found. ‘'o ensure notice in this 
column advertisements must be received not later than the first post 
on Wednesday morning. 


APPOINTMENTS. 


Brown, W. Langdon, M.D.Cantab., F.R.C.P., Assistant Physician to 
St. Bartholomew's Hospital. 

Berry, William A., M.B, B.S.Lond., D.P.H.Oxon., Deputy Medical 
Officer of Health, Deputy Medical "Superintendent of the Isolation 
Hospital, and Assistant School Medical Officer for the Borough of 
East Ham. 

CHAMPTALOUP, Sydney T., M. .. B.S., B.Sc.Edin,, Medical Officer ta, 
the Port of Dunedin, New Z ealand. 

CuaPHaM, H., M.R.C.S., L.R.C.P., District Medical Officer of the 
Peterborough Union. 

Cox, A. Neville, M.B., B.S.Lond., Tuberculosis Officer for Brighton. 

Dickt®, David, M.B., F.R.C.8.Edin., Lecturer on Surgery in the 
Western Medical School, Glasgow. 

Dosson, J. R. B., M.R.C.S., L.R.C.P., M.B., B.S.Lond., Tuberculosis 
Officer to the County of Middlesex. 

FETTERTON, R. H., M.D.Edin.and Melb., Surgeon to the In-patient 
Women’s Hospital, Melbourne. ; 

Hancock, F. T., M.R.C.S., L.R.C.P., District Medical Officer of the 
Alton Union. 

Haywanzp, A. W., M.B.C.S., L.R.C.P., District Medical Officer of the 
Christchurch Union. 

a om J. Coote, M.D.Lond., Medical Officer of Health for Black- 


Hopkins, H. L., M.B., B.S. Lond., Assistant County Medical Officer for 
Suffolk (West). 

HvuGHEs, William Stanley, M.B., B.S.Lond., M.R.C.S., L.R.C.P., 
Medical Superintendent of the Salop County and Wenlock 
- Borough Asylum. 

LANCASHIRE, G. H., M.D.Brux., M.R.C.S., LR.C.P., Lecturer in 
Dermatology to the Manchester University. 

LonapeN, E. W., L.R.C.P. and 8.Edin, L.F.P.S.Glasg.; District 
Medical Officer of the Linton Union. 

sat Ny M.D., Honorary Assistant Physician, Brisbane General 

osvital. 

May, Miss M. E., M.B., Ch.B.Vict., Assistant Medical Officer of the 
Ashton-under-Lyne Union Workhouse. 

Martyn, V. C., M.R.C.S., L R.C.P., Resident Medical Officer 
at the Croydon Borough Hospita 

C., L.R.C.P. and S.Irel., Medical Officer, Stepping 
Hill Hospital, of the Stockrort Union. ‘ P 

Munro, D. G. Macleoi, M.D.Edin., D.P.H.Lond., Tuberculosis Officer 
to the County of Middlesex. 

Norton, E. E., M.D.Durh., D.P.H.Lond., Tuberculosis Officer to the 
County of "Middlesex. 

Owen, John, M.D.Lond., Honorary Physician to the Northern 
Hospital, Liverpool. 

RoBERTSON, J. F., M.R.C.S., L.R.C.P., District Medical Officer of the 
Thorne Union. 

Suaw, W. V., M.D.Oxon., Certifying Factory Surgeon for the Malton 
District, co. 

Simpson, George C. E., B.A., M,B.Cantab., F.R.C.S.Eng., Honorary 
Surgeon, David ws Northern Hospital, Liverpool. 

SINCLAIR. T. W.,M.D.Melb., Health Officer for the City of Melbourne. 

SLADDEN, Arthur F. S., B.M., B.Ch.Oxon., Pathologist and Registrar, 
at the Metropolitan Hospital, N.E. 

STALKER, W. S., M.B , B.S.Glas., Certifying Factory Surgeon for the 
Swinton District, co. Lancaster. 

Surron, C., M.B., Ch.B.Melb., Honorary Midwifery Surgeon to the 
Women’ 8 Hospital, Melbourne, vice H. Caieas Lloyd, M.D., 

_ F.RB.C.S.Edin., resigned. 

Wars, Arthur C., M.R.C.S., L.R.C.P., D.P.H., Tuberculosis Officer 
to the County Council of Salop. 

WHITE, Hill Wilson, M.B., B.Ch., B.A.O.Nat.Univ-Irel., Second 
Assistant Medical ‘Officer at the City of Westminster Infirmary, 
Fulham Road, 8.W. 

Wi.tett, J. Hayward, M.D.Liverp., Honorary Surgeon to the 
Hospital for Women, Shaw Street, Liverpool, vice Dr. Wallace, 

eceased. 

Yeur, R. E. B., M.B., C.M.Edin., Certifying Factory Surgeon for the 
District, co. Gloucester. 

Royat FREE Gray’s Jnn- road, Ww. C.— The following 
appointments have been 
Surgeon.—C. A. Pannett, B.Sc., M.D., B. 8.Lond., 

House-Physicians. W. Ransom, M.R.C.S., L.R.C.P. ; Miss 

C. V. Turner, M.B., B. 

House-Surgeons. Whitchurch Howell, M.R. C. S., L.R.C.P.; 

Miss M. M. Richards, M.B., B.S. 

Obstetric Assistant.—Miss Lyon-Mercado, L.R.C.P.and8. 


Uxrvens Co HosrrraL.—The following appointments have 
n 
House-Physicians. —Beevor, C. F., B.A., M.B., B.Ch.; Pearson, 
W. J., B.A., M.B., B.Ch. 
Ho use-Surgeon. "—Martin, L. A., M.R. L.R. 
Officer. —Khan, M.R.C.S., L.R.C.P., M.B., 


{May 17, 1923, 


BIRTHS, MARRIAGES, AND DEATHS. 


The charge forinserting announcements of Births, Marriages, and ; 


Deaths is 38. 6d., which sum should be forwarded in Post Office 
Ordersor Stamps with the notice not later than Wednesday morning 
inorder to ensureinsertionin the currentissuc. 


BIRTH. 


HvuseErtT.—On May 13th, at “ Rosehill,’’ Billingshurst, Sussex, the wife 
. of W. A. Hubert, M.R.C.S.Eng., L. R.C.P.Lond., of a daughter. 


DEATHS. 


BULLOCK, —On the 10th inst., at Bradninch, Devon, Henry | 


Maurice Bullock, M.R.C. 8., L.R.C.P., second son of the late Henry 
Bullock, F.R.C.S., Overtown House, Isleworth, aged 52. 
, Time. —On the 12th inst., at 32, Cambridge Street, Hyde Park Square, 
Sir John William Tyler, C.1.E., late Inspector-General of 
Felson N.W.P., and Oudh, India, in his 74th year. Indian 
- Enaly please copy. No flowers, by special request. Friends 
dly accept this (the only) intimation. 


DIARY FOR THE WEEK. 


MONDAY. 


‘Mepicat Society oF Lonpoy, 11, Chandos Street, Cavendish Sauare, 
W.—8 p.m., General Meeting. 30 p .m., A discussion 
on a Clinical Study of the Chief 'dnetion of the 
Peritoneum, to be introduced by Mr. John Howell. 


TUESDAY. 


CHELSEA Granger, Society, Medical School, St. George’s Hospital, 
8.30 p.m.—(1) Annual General Meeting. (2) A demon- 
stration on the preparation and standardization of the 
different kinds of tuberculin. 

LoNDON DERMATOLOGICAL SOCIETY, St. John’s Hospital, 49, Leicester 
Square. W.C.—4.30 p.m., Demonstration of Cases and 
Specimens. 5.15 p.m., Discussion on Electricity in 
Some Diseases of the Skin, to be opened by Dr. F. H. 
Humphris. 

Society, 11, Chandos Street, W.—Adjourned dis- 
cussion: The Futility of the Coroner's Inquest. 
Sir Frederic Hewitt, Sir John “eggee Mr. G. C. 
Gardiner, and Dr. J. Scott will take part. 

Socrety oF MEDICINE: 

SECTION OF BALNEOLOGY AND CLIMATOLOGY, 5,30 p.m.— 
Dr. William Gordon: The Place cf Olinabolonr in 
Medicine (Samuel Hyde Memorial Lectures). 

SECTION OF PaTHOLOGy, Cancer Research Laboratories, 
Middlesex Hospital, 8.30 p.m.—Laboratory Meeting. | 

—(1) Annual General Meeting per :—Dr. Mervyn 
H. Gordon: Sensitized Vaccines. 


WEDNESDAY. 


Society oF MEDICINE: 
SECTION OF BALNEOLOGY AND CLIMATOLOGY, 5.30 p.m. — 

Dr. William Gordon: The Place of Dilmatolcay in 
Medicine (Samuel Hyde Memorial Lectures). 

UNITED SERVICES MEDICAL Rocmest. Royal Army Medical College, 
Grosvenor Road, 8.W., at 5 p.m.—Paper:—Major E. B. 
Waggett, R, A.M.C\(T.): The Medical Problems of 
Mobilization of the Territorial F Force. 


THURSDAY. 
Socrety oF MEDICINE: 
SECTION oF DERMATOLOGY, 5 p.m. — Demonstration of 
Cases and Specimens. 
SECTION OF NEUROLOGY, 8.30 p.m.— (1) Annual Genera] 
Meeting. (2) Demonstration of Cases and Specimens, 


FRIDAY. 


SocrEty OF MEDICINE: 


SECTION OF DISEASES OF CHILDREN, 4.30 p.m.— Annual 
General Meeting. 

SECTION OF EPIDEMIOLOGY AND STATE MEDICINE, 8.30 p. mn. 
—(1) Annual General Meeting. (2) Paper:—Dr. F. 
Eurich: Anthrax in the Woollen Industry, with 
special reference to Bradford. 


POST-GRADUATE COURSES AND LECTURES. 

Brompton Hosprrau.—Wednesday, 4.30 p.m., Lecture on Tuberculin 
in the treatment of Febrile Cases of Pulmonary 
Tuberculosis. 

Lonpon ScHoon oF CLINICAL MEDICINE, Dreadnought Hospital, 
Greenwich.— General Medical and Surgical Clinics, 
daily. Throat, Nose, and Ear: Monday and Thursday, 
Skin: Tuesday and Friday. Eye: Wednesday and 
Saturday. Pathology : Wednesday. Radiography : 
Saturday. Special lectures each week. 


_Lonpon ScHoou or TROPICAL MEDICINE, Royal Albert Dock, E.— 


Lectures daily (Saturday excepted) at 12 and 4p.m. 
Practical laboratory work daily (Saturday excepted), 
10tol2a.m. Practical Protozoology, 2 to 3.30 daily. 
Advanced Protozoology, 10,30 a.m. to 1 p.m. daily. 
Medical Clinics, and Thursday at 3 p.m. 
Operations, Friday, at 3 p.m. 

MANCHESTER: ANCOATS HosPITtaL.—Post-graduate Clinic, Thursday, 
4.15 p.m., Some Points in Heart Disease. 

MEDICAL COLLEGE AND PoLyYcLiInic, 22, Chenies Street, 

W.C.— The following Clinical Demonstrations have 
been arranged for next week, at 4p.m. each day :— 
Monday, Skin. Tuesday, Medical. Wednesday, Sur- 
‘gical. Thursday, Medical. Friday, Ear, Nose, and 
Throat. Special Lectures at 5.15 p.m. on Monday. 
Tuesday, Wednesday, and Thursday. 

NATIONAL HOSPITAL FOR THE PARALYSED AND EPILEPTIC, Queen 
Square, W.C.—Tuesday, 3.30 p.m., Paraplegia; Friday,’ 
3.30 p.m., Clinical Lecture. 

NortH-East LONDON Post-GRADUATE COLLEGE, Prince of Wales's. 
General Hospital, Tottenham, N.— Medical and- 
Surgical Clinics and Operations at 2.30 p.m. daily. 
Also Monday, Throat; Tuesday, Gynaecology; Wed- 

nesday, Skin, Eye, Children, X Rays; Friday, Eye. 
Special Lectures and demonstrations as announced. 

HosPIraL FOR CHILDREN, Hackney Road, E.— Thursday, 
4 p.m. — Difficulties in Diagnosis ‘in Diseases in 
Children. 

RoTUNDA Hospitau, Dusiin.—Continuation of the Post-graduate 
Course on Obstetrics and Gynaecology daily throughout 
the week except Saturday. 

West LONDON POST-GRADUATE COLLEGE, Hammersmith Road, W.— 
Medical and Surgical Clinics, 2 p.m. X ray and 
Operations daily. Gynaecology: Monday, Tuesday, 
Wednesday, and Friday. Eye: Monday, Wednesday, 
Thursday, and Saturday. ‘Throat, Nose, and Ear: 
Tuesday, Wednesday, Friday, and Saturday. Skin: 
Tuesday and Friday. Pediatrics: Wednesday and 
Saturday. Special Lectures at 5 p.m. daily except 
Saturday. 

(For further particulars of Lectures consult the Index to 
Advertisements.] 


DIARY OF THE ASSOCIATION. 


Date. Meetings to be Held. Date. Meetings to be Held. 
MAY. MAY (continued). 
a Het. Last day for receipt of Nominations for Mem- | 22 Thur. London: State Sickness Insurance Committee, 
bers of Council. 3 .30 a.m. 
19 Mon. Marylebone Division, 11, Chandos Street, W., | 24+ Sat. List of Nominations for Election on Council 
4.45 p.m.; Annual Meeting, 5 p.m. pose be published in the JOURNAL of this 
London: Special Meeting Organization Com- General Hospital, 2.30 p.m.; Luncheon, 
mittee, 9.30 a.m. 1.50 p.m. 
London: State Sickness InsuranceAmendments | 30 Fri. City Division, Annual Meeting, Balfour - id 
Subcommittee, 2 p.m. Kingsland Road, 3.30 p.m. 
Tower Hamlets Division, Annual Meet ; 
x outh Middlesex Division, Annual Meeting, 
21 Wed. Spalding Division, Boston, ’ 
Central Division, Medical Institute, Edmund 5 Thur. Coventry, Nuneaton, and Tamworth Divi- 
Street, 3.30 p.m. sions, , Annual Meeting, Coventry Hospital, 
Dorset and West Hants Branch, Annual 3.30 p.m. 
Meeting, Bournemouth, 3.30 p.m. ; Luncheon, 6 Fri. London: Ethical Committee, 2 p.m. 


1.30 p.m. 
Lancashire and Cheshire Branch, Liverpool 
Medical Institution, Branch Council, 4 p:m. 
Richmond Division, Richmond, 8.30 p.m. 


London: Journal Committee, 2 p.m. 
» Hampstead Division, Annual Meeting. 
Date of issue of Voting Papers for Council 
Election from Head Office. 


7 Sat. 


Printed and Published by the British Medical Association at their Offices. No. 429, Strand, in the Parish of St. Martin’s-in-the-Fields, in the County of Middlesex, 


: 
f 
— 
4 
— 
“a 
: 
5 
i 
i 
{ 
a 
> 
— 
tm 
— 3 
— ; 


